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SETTINGS  PAGE  1 


**  CONTRACTOR  SETTINGS  ** 


AMOUNT  PCT  PCT  S  RISK  DIFF  SIZE  PERIOD  INVEST  ASSIST  SUBCON 


01  General  Contractor 


OVEREEAD 

S 

5.00 

HOME  OFC 

P 

10.00 

PROFIT 

S 

8.66 

BOND 

P 

2.00 

Electrical  Contractor 

OVERHEAD 

P 

5.00 

HOME  OFC 

P 

10.00 

PROFIT 

C 

8.66 

,  BOND 

P 

2.00 

5.00 

5.00 


0.052  0.075  0.119  0.052  0.075  0.120  0.118 
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• 

**  PROJECT  OWNER  SUMMARY  - 

LEVEL  1  ** 

QUANTITY  DOM 

CONTRACT 

ESCALATN 

CONTINGN 

SIOH 

TOTAL  COST  UNIT  COST 

01  Contract 

1.00  EA 

21,790 

0 

1,090 

0 

22,880  22879.54 

CB  BLDG  001,  ECO  fl 

1.00  EA 

21,790 

0 

1,090 

0 

22,880  22879.54 
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INTERIM  SUBMISSION  SUMMARY  PAGE  2 

i*  PROJECT  DIRECT  SUMMARY  -  LEVEL  1  h 


OUANTITY  UOM 

MANHRS 

LABOR 

EQUIPMNT 

MATERIAL 

OTHER 

TOTAL  COST  UNIT  COST 

01  Contract 

1.00  EA 

350 

11,838 

111 

5,073 

0 

17,022  17021.89 

CB  BLDG  001,  ECO  |1 

1.00  EA 

350 

11,838 

111 

5,073 

0 

17,022  17021.89 

OVERHEAD 


851 


SUBTOTAL 

17,873 

HOME  OFC 

1,787 

SUBTOTAL 

19,660 

PROFIT 

1,703 

SUBTOTAL 

21,363 

BOND 

427 

TOTAL  INCL  INDIRECTS 

21,790 

CONTNGENCY 

1,090 

TOTAL  INCL  OWNER  COSTS 

22,880 
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**  CONTRACTOR  INDIRECT  SUMMARY  ** 


DIRECT 

OVERHEAD 

HOME  OFC 

PROFIT 

BOND 

TOTAL  COST  UNIT  COST 

GC  General  Contractor 

15,651 

7B3 

1,643 

1,565 

393 

20,035  20035.48 

EL  Electrical  Contractor 

1,371 

69 

144 

137 

34 

1,755  1754.56 
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DETAILED  ESTIMATE 
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INTERIM  SUBMISSION 

01.  Contract 

DETAIL  PAGE  1 

QDANTY  DOM  CREW  ID 

MAHHR3 

LABOR 

EODIPMNT 

MATERIAL 

OTHER 

TOTAL  COST 

Contract 

Remove  0  Reset  Existing  Millsork 

0.03 

0.95 

0.01 

0.00 

0.00 

0.96 

(Base  Monlding) 

729.00  LF 

DLABF 

24 

693 

5 

0 

0 

698 

2'  Polyiso. ,R-13  Rigid  Insul. 

0.01 

0.26 

0.00 

0.90 

0.00 

1.16 

729.00  SF 

ACARA 

5 

190 

2 

657 

0 

848 

6'llnfaced  Batt,R19  Fbgs  Insol 

0.01 

0.30 

0.00 

0.21 

0.00 

0.51 

3659.00  SF 

ACARA 

30 

1,087 

11 

776 

0 

1,874 

1/2’  Drywall.One  Layer,  One  Face 

0.02 

0.69 

0.01 

0.21 

0.00 

0.90 

•  On  Metal  Stods  or  Forring, {13m)  5930.00  SF 

ACARB 

66 

2,362 

24 

1,093 

0 

5,361 

For  Taping,  Spackling,  And 

48 

1,700 

17 

164 

Std.  2’  'Z'  Forring  §  24*  O.C. 

2.09 

74.50 

0.72 

23.09 

0.00 

103.31 

38.90  CLF  ACARA 

31 

2,898 

28 

1,093 

0 

4,019 

Interior  Roller  Work 

0.01 

0.29 

0.00 

0,19 

0.00 

0.43 

One  Coat  Primer-Two  Coats  Paint 

5930.00  SF 

APTRA 

64 

1,701 

19 

1,131 

0 

2,352 

^Ifcectrical  Work  on  Outlets  and 

0.28 

11.00 

0.04 

2.12 

0.00 

13.16 

Switches 

58.00  EA 

EELEB 

16 

638 

2 

123 

0 

763 

Electrical  Work  on  Wall  Htd. 

0.93 

33.50 

0.12 

2.12 

0.00 

35.74 

Light  Fixtures 

17.00  EA 

EELEF 

16 

570 

2 

36 

0 

608 

Contract 

350 

11,833 

111 

5,073 

0 

17,022 

CB  BLDG  001,  ECO  fl 

350 

11,838 

111 

5,073 

0 

17,022 
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Ko  errors  detected... 


*  *  *  END  OF  ERROR  REPORT  *  *  * 
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CARLISLE  BARRACKS  ENERGY  CTUDY 
Individual  Building  M  Worksheet 


Building  No.  / _ Building  Name;  I _ 


Date  Prepared:  9S  Estimator:  f^,  ST(C^ _ Sheet  g  of  g 


BID  ITEM  '  WBffTflSISSTeiPMQ  /cMkifJQf 


Unit 

Quantity  Measurement 


Description 


Ol^.  01  01^20  1 101  _ 


CMLfhia  Of  BXT.  COO^S  4  W/^PO/^ 


a  52 


E 


>/j/.  OS  0B73O  /00(£> 


u)em‘^^{2STfilP  BoLB 


BkT,  Ooo(Z 


225 


Di/.os  csi^o  1001 


noo(Z.  Bottoms 
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H  CONTRACTOR  SETTINGS  ** 

PCT  PCT  S  RISK 


TIME  13:52:08 
SETTINGS  PAGE  1 


DIFF  SIZE  PERIOD  INVEST  ASSIST  SUBCON 


01  General  Contractor 


OVERHEAD 

P 

5.00 

HOME  OFC 

P 

10.00 

PROFIT 

C 

8.65 

0.052  0.075  0.119  0.052  0.075  0.120  0.118 

BOND 

P 

2.00 
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PROJECT  DIRECT  SUMMARY  -  LEVEL  1 . 2 

CONTRACTOR  INDIRECT  SUMMARY . . . 3 


DETAILED  ESTIMATE  DETAIL  PAGE 

01.  Contract . . . 1 


No  Backup  Reports. .. 
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END  TABLE  OF  CONTENTS 


*  t  i 


Thu  30  Dec  1993 


TIME  13:52:08 


D.S.  Army  Corps  of  Engineers 

PROJECT  CB0013:  CB  BLDG  001,  ECO  13  -  ESOS  Carlisle  Barracks 
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H  PROJECT  ONNER  SUMMARY  -  LEVEL  1  »* 


QUANTITY  UOH 

CONTRACT 

ESCALATN 

CONTINGN 

SIOH 

TOTAL  COST  UNIT  COST 

01  Contract 

1.00  EA 

3,346 

0 

167 

0 

3,513  3513.23 

CB  BLDG  001,  ECO  |3 

1.00  EA 

3,346 

0 

167 

0 

3,513  3513.23 
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PROJECT  CB0013:  CB  BLDG  001,  ECO  13  -  ESOS  Carlisle  Barracks 

INTERIM  SUBMISSION  SUMMARY  PAGE  2 

**  PROJECT  DIRECT  SUMMARY  -  LEVEL  1  ** 


QUANTITY  UOM  MANHRS 


01  Contract  1.00  EA  05 


CB  BLDG  001,  ECO  f3  1.00  EA  65 

OVERHEAD 

SUBTOTAL 
HOME  OFC 

SUBTOTAL 

PROFIT 

SUBTOTAL 
-  BOND 

TOTAL  INCL  IHDIRECTS 
CONTNGENCY 

TOTAL  INCL  OWNER  COSTS 


LABOR 

EQUIPMNT 

MATERIAL 

OTHER 

TOTAL  COST  UNIT  COST 

2,330 

18 

266 

0 

2,614 

2613.88 

2,330 

13 

266 

0 

2,614 

2613.88 

131 


2,745 

274 


3,019 

261 


3,280 

66 


3,346 

167 


3,513 
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INTERIM  SUBMISSION  SUMMARY  PAGE  3 

**  CONTRACTOR  INDIRECT  SUMMARY  ** 


DIRECT  OVERHEAD  HOME  OFC  PROFIT  BOND  TOTAL  COST  UNIT  COST 


GC  General  Contractor 


2,614  131  274  261  66  3,346  3345.93 
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D.S.  Arty  Corps  of  Engineers 

PROJECT  CB0013:  CB  BLDG  001,  ECO  lf3  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 
01,  Contract 


DETAIL  PAGE  1 


QUANTY  DOM  CREW  ID 

LABOR 

EODIPHNT 

MATERIAL 

OTHER 

TOTAL  COST 

Contract 

Polyurethane  Cffipdil/l’xl/l' Joint 

4,65 

166.39 

1.03 

9.54 

0.00 

176.96 

Caulking  of  Exterior  Doors  and 
Windows 

8.52  CLF  ARFCA 

40 

1,418 

9 

81 

0 

1,508 

Mtl  Weatherstrip  w/Neoprene  Bulb 

0.07 

2.62 

0.03 

0.66 

0,00 

3.31 

For  Head  and  Jatb 

225.00  LF  ACARB 

17 

590 

6 

148 

0 

744 

Mtl  Weatherstrip  for  Door  Bottoa 

0.21 

7.50 

0.08 

0.85 

0.00 

8.42 

Surface  Mounted  w/Vinyl  Bulb 

Bulb 

43.00  LF  ACARB 

9 

322 

3 

36 

0 

362 

Contract 

65 

2,330 

18 

266 

0 

2,614 

CB  BLDG  001,  ECO  S3 

65 

2,330 

18 

266 

0 

2,614 
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CARLISLE  BARRACKS  ENERGY  STUDY 

Building  Material  Take  Off  Worksheet 


Building  No.  *2.  Building  Name; 


Date  Prepared:  Rstiniator;  /4-  ^TlC^ _ Sheet  /  of  3 


BID  ITEM  /l2aOf^ I^Ui/^TfOf^ 


/x'3  pne  jiAm  5>crF^Kto(0s 

^50? 

u* 

Description 


M  02  < 


/yi/C-Ci<y^/?f6  /bass  ^  Ci^Sff^^ 


p).^.  Ofp  O&lH  ^^01  2k4  t/JooO 


A  ^ovtJO  i/JtNOouJ  i  OoofZ  0PBt^lHG9 


Unit 

Quantity  Measurement 


01 07  nismt  t'nmio 


2  -  ^[aJi4LL 
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Oil  oz 
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Building  No.  ^ _ _ Building  Name;  ^ _ 

Date  Prepared:  29  OBC,  93  Estimator;  Sheet  ^  of  3 


BID  ITEM  -  UUftL/fZOoF  /A/SUL4T/^AJ 


Description  _ _ 


092^0  (^OZ  lUSrp^LL  I/Z  ''O^ruZ/UL 


Unit 

Quantity  Measurement 


/J^JSTf^U  S70^  S 
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TITLE  PAGE  1 
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SETTINGS  PAGE  1 

it  CONTRACTOR  SETTINGS  ** 

AKODNT  PCT  PCT  S  RISK  DIFF  SIZE  PERIOD  INVEST  ASSIST  SUBCON 


01  General  Contractor 


OVERHEAD  S  5.00 
HONE  OFC  P  10.00 
PROFIT  S  8.66 
BOND  P  2.00 

02  Electrical  Contractor 

OVERHEAD  P  5.00 
HOHE  OFC  P  10.00 
PROFIT  C  8.66 
BOND  P  2.00 


5.00 

5.00 


0.052  0.075  0.119  0.052  0.075  0.120  0.118 


LABOR  ID:  ROl  92  FOUTP  Tn-  pr.ftio? 


Pnrrpnrv  in  nOri.iPfJ 


nPR  in*  MiTon 
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PROJECT  OWNER  SUMMARY  -  LEVEL  1 . . . 1 

PROJECT  DIRECT  SUMMARY  -  LEVEL  1 . 2 

CONTRACTOR  INDIRECT  SUMMARY . 3 


DETAILED  ESTIMATE  DETAIL  PAGE 

01.  Contract . 1 


No  Backup  Reports. . . 


TIME  14:43:27 
CONTENTS  PAGE  1 


1  t  i 
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PREFINAL  SUBMISSION  SUMMARY  PAGE  1 

**  PROJECT  ONNER  SUMMARY  -  LEVEL  I  ** 


QUANTITY  UOH 

CONTRACT 

ESCALATN 

CONTINGN 

SIOH 

TOTAL  COST  UNIT  COST 

01  Contract 

1.00  EA 

19,894 

0 

995 

0 

20,889  20888.67 

CB  BLDG  002,  ECO  fl 

1.00  EA 

19,894 

0 

995 

0 

20,889  20888.67 

LABOR  ID:  ROl  92  EOUTP  ID;  RGDISI 


rurrpprv  in  nOTJRPC 


rprw  Tn*  WITQ^P  DPP  in*  WB’TQ')! 
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PROJECT  CB0021:  CB  BLDG  002,  ECO  jfl  -  ESOS  Carlisle  Barracks 


PREFINAL  SUBMISSION  SDHMARY  PAGE  2 

**  PROJECT  DIRECT  SDHHARY  -  LEVEL  I  ** 


QUANTITY  UOH  HAHHRS  LABOR  EQUIPHNT  MATERIAL  OTHER  TOTAL  COST  UNIT  COST 


Contract 

1.00  EA 

CB  BLDG  002,  ECO  #1 

1.00  EA 

OVERHEAD 

SUBTOTAL 

HOME  OFC 

SUBTOTAL 

PROFIT 

SUBTOTAL 

BOND 

TOTAL  INCL  INDIRECTS 

CONTNGEHCY 

TOTAL  INCL  OSNER  COSTS 

292 

9,622 

99 

5,847 

0 

15,568 

15567.50 

292 

9,622 

99 

5,847 

0 

15,568 

15567.50 

772 


16,340 

1,622 


17,961 

1,545 


19,506 

388 


19,894 

995 


20,889 


LABOR  ID;  ROl  R?  FOIIIP  TDr  ROOIQ^ 


CtirTPiirv  '(1  nOMARR 


cm  TTf  HATR7R  IIPB  ID'  NATR78 


Tue  17  Hay  1994 


TIHE  14:43:27 


U.S.  Aray  Corps  of  Engineers 

PROJECT  CB0021:  CB  BLDG  002,  ECO  |1  -  ESOS  Carlisle  Barracks 

PREFINAL  SDBMISSION  SDHHARY  PAGE  3 

H  CONTRACTOR  INDIRECT  SDHHARY  ** 


DIRECT  OVERHEAD  HOME  OFC  PROFIT  BOND  TOTAL  COST  DNIT  COST 


«<  Non-Contracted  Nork  »> 
GC  General  Contractor 


123  0  0  0  0  123  122,63 

15,445  772  1,622  1,545  388  19,771  19771.34 


LABOR  ID:  ROl  9?  ’'ODTP  to-  eGnio 


rnrronrv  in 


rpp’w  Tn«  VBTQ7R  npR  tp* 


Tus  17  Hay  1994 


TIHE  14:43:27 


U.S.  Aray  Corps  of  Engineers 

PROJECT  CB0021:  CB  BLDG  002,  ECO  fl  -  ESOS  Carlisle  Barracks 


DETAILED  ESTIMATE 

• 

PREFIRAL  SDBHISSION 
01.  Contract 

DETAIL  PAGE  1 

0CA.N’TY  DOH  CREW  ID 

HANHRS 

LABOR 

EQDIPHNT 

MATERIAL 

OTHER 

TOTAL  COST 

Contract 

Reaoval  S  Resetting  of  Hillwork 

0.03 

0.95 

0.01 

0.00 

0.00 

0.96 

12S6.00  LF  DLABF 

42 

1,222 

9 

0 

0 

1,231 

Sills  L  Plates, 2x4  So  Yel  Fine 

0.02 

0.80 

0.02 

0.24 

0.00 

1.06 

Around  Window  L  Door  Openings 

640.00  BF  ACARD 

14 

512 

13 

156 

0 

681 

Jatb  Extensions 

0.03 

0.79 

0.01 

0.42 

0.00 

1.22 

956.00  LF  DLABF 

26 

755 

6 

405 

0 

1,166 

2'  Polyiso,  R  14.3,  Rigid  Insul. 

0,01 

0.26 

0.00 

0.90 

0.00 

1.16 

2S98.e0  SF  ACARA 

21 

753 

7 

2,611 

0 

3,372 

4"  Kraft  Faced, Rll  Fbgs  Insul 

0.01 

0.30 

0.00 

0.14 

0.00 

0.44 

74.00  SF  ACARA 

1 

22 

0 

10 

0 

32 

Remove  0  Reset  Base  Cabinets 

0.21 

7.60 

0.08 

0.00 

0.00 

7.68 

40.00  LF  ACARB 

9 

304 

3 

0 

0 

307 

^wmove  Drywall/Batt  Insulation 

0.01 

0.17 

0,00 

0.00 

0.00 

0.17 

w 

122.00  SF  DLABF 

1 

21 

0 

0 

0 

21 

6'Bnfaced  Batt,R19  Fbgs  Insul 

0.01 

0.30 

0.00 

0.21 

0.00 

0.51 

Roof  Insulation 

3026.00  SF  ACARA 

25 

899 

9 

642 

0 

1,549 

1/2'  Drywall,One  Layer,  One  Face 

0.02 

0.69 

0.01 

0.21 

0.00 

0.91 

On  Hetal  Studs  or  Furring, (lima)  3026.00  SF  ACARB 

34 

1,214 

12 

558 

0 

2,751 

For  Taping,  Spackling,  And 

25 

874 

9 

84 

Std  2'  Z  Furring,  Galv. 

2.09 

74.50 

0.72 

28.09 

0.00 

103.31 

26.29  CLF  ACARA 

55 

1,959 

19 

738 

0 

2,716 

Interior  Roller  Work 

0.01 

0.29 

0.00 

0.19 

0.00 

0.48 

One  Coat  Primer-Two  Coats  Paint 

3026.00  SF  APTRA 

33 

868 

10 

577 

0 

1,455 

4’Dnfaced  Batt,Rll  Fbgs  Insul 

0.01 

0.30 

0.00 

0.20 

0.00 

0.50 

Roof  Insulation  (2nd  Floor 

325.00  SF  ACARA 

3 

97 

1 

65 

0 

163 

Porch) 

Lead  Faint  Abatement 

0.03 

1.00 

0.01 

0.00 

0.00 

1.01 

122.00  SF  DLABB 

4 

122 

1 

0 

0 

123 

Contract 

292 

9,622 

99 

5,847 

0 

15,568 

BLDG  002,  ECO  fl 

292 

9,622 

99 

5,847 

0 

15,568 

LABOR  ID:  RO!  92  fOUTF  td-  pcnio? 


Ci’rrpnrv  'n  HOI.IARF 


rppw  TO-  npB  in*  nitooi 


Tiie  17  Hay  1994  U.S.  Army  Corps  of  Engineers 

PROJECT  CB0021:  CB  BLDG  002,  ECO  fl  -  ESOS  Carlisle  Barracks 
ERROR  REPORT  PREFINAL  SDBHISSION 

m. . 

No  errors  detected... 


*  *  1 


END  OF  ERROR  REPORT 


it* 


TIME  14:43:27 
ERROR  PAGE  1 


LABOR  ID:  RO!  92  FOniP  il):  RGOIQ? 


Ctirrprrv  in  DOMl.R? 


rRF«  tn*  NITQOB  nPR  TTI-  NITQOI 


CARLISLE  BARRACKS  ENERGY  STUDY 
IndividtiM  Building  Material  Take  Off  Worksheet _ _ 


Building  No.  ^ _  Building  Name;  ^ _ 

Date  Prepared:  050.^^  Estimator; 


BID  ITEM  /QAuLk(f06i 


Description 


Unit 

Quantity  Measurement 


M  07  01920  /lot  PoL^oesTrii^/tS _ 


OAl/Lk*<St  oF  PxT,  PoOf^S  4c^filOot»s  9.5 


Vlt.O^  OS720  tOOi^  P1b7. 


ujeffrt^e^^r0p  ^/^}eop|^Etie 


&0L&  ohi  B><rr,  poop  - 


1^0  fool  wMTfkj^tm 


OooiL  ^OTTOi^S  _ 


933702 


Hon  03  Jan  1994 


U.S.  Arty  Corps  of  Engineers 

PROJECT  CB0023:  CB  BLDG  002,  ECO  f3  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 


TIME  14:08:20 
TITLE  PAGE  1 


CB  BLDG  002,  ECO  |3 
ESOS  Carlisle  Barracks 
Contract  No.  DACA65-93-C-0018 
Building  002,  Caulk  &  W.S. 
Carlisle  Barracks,  PA 


Designed  By: 
Estiiated  By; 


Benatec  Associates 
Benatec  Associates 


Prepared  By;  Benatec  Associates 


Date:  01/03/94 


MCACES  GOLD  EDITION 
Cotposer  GOLD  Copyright  (C)  1985,  1988,  1990,  1992 
by  Building  Systems  Design,  Inc. 

Release  S.20J 


LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREH  ID:  HAT92B  UPB  ID:  NAT92A 


Hon  03  Jan  1994 


D.S.  Arty  Corps  of  Engineers 

PROJECT  CB0023:  CB  BLDG  002,  ECO  13  -  ESOS  Carlisle  Barracks 
INTERIM  SDBHISSIOH 


TIHE  14:08:20 
SETTINGS  PAGE  1 

*i  CONTRACTOR  SETTINGS  ** 

PCT  PCT  S  RISK  DIFF  SIZE  PERIOD  INVEST  ASSIST  SDBCON 


01  General  Contractor 

OVERHEAD 
HOME  OFC 
PROFIT 
BOND 


5.00 

10.00 

8.65 

2.00 


0.052  0.075  0.119  0.052  0.075  0.120  0.118 


LABOR  ID:  R01J2  EQUIP  ID:  RG0192  Currency  in  DOLLARS  CRESS  ID:  NAT92B 


Hon  03  Jan  1994 
i  OF  CONTENTS 


D.S.  Any  Corps  of  Engineers 

PROJECT  CB0023:  CB  BLDG  002,  ECO  f3  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 


SUMMARY  REPORTS  SUMMARY  PAGE 

PROJECT  OWNER  SUMMARY  -  LEVEL  1 . 1 

PROJECT  DIRECT  SUMMARY  -  LEVEL  1 . 2 

CONTRACTOR  INDIRECT  SUMMARY . . . 3 


DETAILED  ESTIMATE  DETAIL  PAGE 

01.  Contract . 1 


UPB  ID:  NAI92A 

TIME  14:08:20 
CONTENTS  PAGE  1 


No  -Backup  Reports. . . 


LABOR  ID;  R01J2  EQDIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  UPB  ID:  NAT92A 


Mon  03  Jan  1994 


D.S.  Aray  Corps  of  Engineers 

PROJECT  CB0023:  CB  BLDG  002,  ECO  f3  -  ESOS  Carlisle  Barracks 
INTERIM  SDBHISSION 

a  PROJECT  OWNER  SUMMARY  -  LEVEL  1  ** 


TIME  14:08:20 
PAGE  1 


QUANTITY  UOH 

CONTRACT 

ESCALATN 

CONTINGH 

SIOH 

TOTAL  COST  UNIT  COST 

01  Contract 

1.00  EA 

3,138 

0 

157 

0 

3,295  3295.02 

CB  BLDG  002,  ECO  S3 

1.00  EA 

3,138 

0 

157 

0 

3,295  3295.02 

LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  UPB  ID:  1IAT92A 


Hon  03  Jan  1994 


0.8.  Arty  Corps  of  Engineers 

PROJECT  CB0023:  CB  BLDG  002,  ECO  #3  -  E30S  Carlisle  Barracks 
IHTERIH  SUBMISSION 

H  PROJECT  DIRECT  SUMMARY  -  LEVEL  1  ** 


TIME  14:08:20 
SUMMARY  PAGE  2 


QUANTITY  UOM  HANHRS 


01  Contract  1.00  EA  62 


CB  BLDG  002,  ECO  13  LOO  EA  62 

OVERBEAD 

SUBTOTAL 
HOME  OFC 

SUBTOTAL 

PROFIT 

SUBTOTAL 

BOND 

TOTAL  INCL  INDIRECTS 
CONTNGENCY 

TOTAL  INCL  OWNER  COSTS 


LABOR 

EQUIPMNT 

MATERIAL 

OTHER 

TOTAL  COST  UNIT  COST 

2,215 

16 

220 

0 

2,452 

2451.53 

2,215 

16 

220 

0 

2,452 

2451.53 

123 


2,574 

257 


2,832 

245 


3,077 

62 


3,138 

157 


3,295 


LABOR  ID;  R01J2  EQUIP  ID:  RG0192 


CREW  ID:  HAT92B  UPB  ID:  NAT92A 


Cuaency  in  DOLLARS 


Hon  03  Jan  1994 


B.S.  Arty  Corps  of  Engineers  TIME  14:08:20 

PROJECT  CB0023:  CB  BLDG  002,  ECO  13  -  ESOS  Carlisle  Barracks 

IHTERIK  SOBHISSIOH  SDHHARY  PAGE  3 

H  CONTRACTOR  INDIRECT  SUMMARY  ** 


DIRECT 

OVERHEAD 

HOME  OFC 

PROFIT 

BOND 

TOTAL  COST  UNIT  COST 

GC  General  Contractor 

2,452 

123 

257 

245 

62 

3,138  3138.11 

LABOR  ID:  R01J2  EQUIP  ID:  RG0I92 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  UPB  ID:  HAT92A 


Mon  03  Jan  1994 


ED  ESTIMATE 


U.S.  Aray  Corps  of  Engineers 

PROJECT  CB0023:  CB  BLDG  002,  ECO  |3  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 
01.  Contract 


TIME  14:08:20 
DETAIL  PAGE  1 


QUANTY  HOM  CREW  ID 

HANHRS 

LABOR 

EQUIPHNT 

MATERIAL 

OTHER 

TOTAL  COST 

Contract 

Polyurethane  Capd, l/4'rl/4‘ Joint 

4.65 

166.39 

1.03 

9.54 

0.00 

176.96 

Ext.  Doors  8  Windows 

9.56  CLF  ARFCA 

44 

1,591 

10 

91 

0 

1,692 

Mtl  Weatherstrip  w/Neoprene  Bulb 

0.07 

2.62 

0.03 

0.66 

0.00 

3.31 

For  Head  and  Jamb 

i61.00  IF  ACARB 

12 

422 

4 

106 

0 

532 

Mtl  Weatherstrip  for  Door  Bottoo 

0.21 

7.50 

0.08 

0.85 

0.00 

8.42 

Surface  Mounted  w/Vinyl  Bulb 

Bulb 

27.00  LF  ACARB 

6 

202 

2 

23 

0 

227 

Contract 

62 

2,215 

16 

220 

0 

2,452 

CB  BLDG  002,  ECO  13 

62 

2,215 

16 

220 

0 

2,452 

LABOR  ID;  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID;  NAT92B  UPB  ID;  NAT92A 


Hon  03  Jan  1994 


REPORT 


D.S.  Arty  Corps  of  Engineers 

PROJECT  CB0023:  CB  BLDG  002,  ECO  #3  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 


TIME  14:08:20 
ERROR  PAGE  1 


No  errors  detected... 


CARLISLE  BARRACKS  ENERGY  STUDY 
Indiyidui^  Building  Material  Take  Off  Worksheet 


Building  No.  ^ 


Date  Prepared: 


Building  Name:  3 


Estirhator:  Sheet  f  of  / 


BID  ITEM  CAUCk 


Description 


ml  07  07920  not 


CAt/Lh'&  O^JB  Bx7,  POOtZ 


Quantity 


0J7 


Unit 

Measurement 


^ .  4/ 


02>  D2n30  1006?  lUPT^UlNa 


U^BATfUsi^STf^ip  •^Z f6E0p(2B^7B  BvL&  OAJ 


EK7^  DOO(^  Jpm&  4 


92^102 


Jan  1994 


D.S.  Amy  Corps  of  Engineers 

PROJECT  CB0033:  CB  BLDG  003,  ECO  13  -  SSOS  Carlisle  Barracks 
INTERIM  SUBMISSION 


TIME  14:13:00 


TITLE  PAGE  I 


CB  BLDG  003,  ECO  f3 
ESOS  Carlisle  Barracks 
Contract  No.  DACAo5-93-C-0018 
Building  003,  Caulk  &  8.S. 
Carlisle  Barracks,  PA 


Designed  By:  Benatec  Associates 
Estifflated  By:  Benatec  Associates 


Prepared  By:  Benatec  Associates 


Date:  01/03/94 


HCACES  GOLD  EDITION 
Composer  GOLD  Copyright  (C)  1985,  1988,  1990,  1992 
by  Building  Systems  Design,  Inc. 

Release  5.20J 


LABOR  ID:  R01J2  EQDIP  ID:  RG0I92 


Curiency  in  DOLLARS 


CREi  ID:  HAT92B  UPB  ID:  NAT92A 


Hon  03  Jan  1994 


O.S.  Army  Corps  of  Engineers  TIME  14:13:00 

PROJECT  CB0033:  CB  BLDG  003,  ECO  |3  -  ESOS  Carlisle  Barracks 

INTERIM  SUBMISSION  SETTINGS  PAGE  1 

H  CONTRACTOR  SETTINGS  a 


AMOONT  PCT  PCT  S  RISK  DIFF  SIZE  PERIOD  INVEST  ASSIST  SUBCOH 


91  General  Contractor 


OVERHEAD 

P 

5.00 

HOME  OFC 

P 

10.00 

PROFIT 

C 

8.65 

0.052  0.075  0.119  0.052  0.075  0.129  0.118 

BOND 

P 

2.00 

LABOR  ID;  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  UPB  ID:  NATS2A 


Hon  03  Jan  1994 


OF  CONTENTS 


O.S.  Army  Corps  of  Engineers 

PROJECT  CB0033:  CB  BLDG  003,  ECO  13  -  ESOS  Carlisle  Barracks 
INTERIH  SDBHISSIOH 


TIME  14:13:00 
CONTENTS  PAGE  1 


SOHHARY  REPORTS  SUMMARY  PAGE 

PROJECT  OWNER  SUMMARY  -  LEVEL  1 . . . . . . . . 1 

PROJECT  DIRECT  SUMMARY  -  LEVEL  1 . 2 

CONTRACTOR  INDIRECT  SUMMARY . 3 


DETAILED  ESTIMATE  DETAIL  PAGE 

01.  Contract . . . 1 


No  Backup  Reports... 


i  i  i  END  TABLE  OF  CONTENTS  *  *  » 


LABOR  ID;  RI)1J2  EQUIP  ID:  RGD152 


Currency  in  DOLLARS 


CRE«  ID:  SAT92B  DPB  ID:  HAT92A 


B.S.  Any  Corps  of  Engineers  TIME  14:13:00 

PROJECT  CB0033:  CB  BLDG  003,  ECO  |3  -  SSOS  Carlisle  Barracks 

INTERIM  SUBMISSION  SDHHARY  PAGE  1 

*t  PROJECT  OWNER  SUMMARY  -  LEVEL  1  t* 


QUANTITY  UOM 

CONTRACT 

ESCALATN 

CONTINGN 

SIOH 

TOTAL  COST  UNIT  COST 

01  Contract 

1.00  EA 

629 

0 

31 

0 

660 

659.96 

CB  BLDG  003,  ECO  |3 

1.00  EA 

629 

0 

31 

0 

660 

659.96 

Hon  03  Jan  1994 


LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  UPB  ID:  HAT92A 


Hon  03  Jan  1994 


U.S.  Arjiy  Corps  of  Engineers 

PROJECT  CB0033:  CB  BLDG  003,  ECO  f3  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 

ti  PROJECT  DIRECT  SUMMARY  -  LEVEL  1  ** 


TIME  14:13:00 
SUMMARY  PAGE  2 


QUANTITY  UOH 

MAKHRS 

LABOR 

EQUIPHNT 

MATERIAL 

OTHER 

TOTAL  COST  UNIT  COST 

01  Contract 

1.00  EA 

11 

409 

4 

78 

0 

491  491.02 

CB  BLDG  003,  ECO  #3 

I. 00  EA 

11 

409 

4 

78 

0 

491  491.02 

OVERHEAD 

SUBTOTAL 
HOME  OPC 

SUBTOTAL 

PROFIT 

SUBTOTAL 

BOND 

TOTAL  INCL  INDIRECTS 
CONTNGENCY 

TOTAL  INCL  OWNER  COSTS 


25 


516 

52 


567 

49 


616 

12 


629 

31 


660 


LABOR  IB:  R01J2  EQUIP  ID:  RG0192 


CRES  ID:  NAT92B  UPB  ID:  NAT92A 


Currency  in  DOLLARS 


Hon  03  Jan  1994 


D.S.  Army  Corps  of  Engineers  TIHE  14:13:00 

PROJECT  CB0033:  CB  BLDG  003,  ECO  |3  -  ESOS  Carlisle  Barracks 

INTERIH  SUBMISSION  SUMMARY  PAGE  3 

ii  CONTRACTOR  INDIRECT  SUMMARY  t* 


DIRECT  OVERHEAD  HOME  OFC  PROFIT  BOND  TOTAL  COST  UNIT  COST 


GC  General  Contractor 


491  25  52  49 


12  629  628.54 


LABOS  ID:  R01J2  EQUIP  ID;  RG0192 


CRE«  ID;  NAT92B  UPB  ID;  NAT92A 


Currency  in  DOLLARS 


Hon  03  Jan  1994 


ED  ESTIMATE 


D.S.  Army  Corps  of  Engineers 

PROJECT  CB0033:  CB  BLDG  003,  ECO  |3  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 
01.  Contract 


TIME  14:13:00 
DETAIL  PAGE  1 


QUANTY  UOH  CREW  ID 

MANHRS 

LABOR 

EQUIPHNT 

MATERIAL 

OTHER 

TOTAL  COST 

Contract 

Polyurethane  Capd,l/4"xl/4'Joint 

4.65 

166.39 

1.03 

9.54 

0.00 

176.96 

Exterior  Door 

0.17  CLF  ARFCA 

1 

28 

0 

2 

0 

30 

Htl  Weatherstrip  w/Neoprene  Bulb 

0.07 

2.62 

0.03 

0.66 

0.00 

3.31 

For  Head  and  Jamb 

91.00  LF  ACARB 

7 

239 

2 

60 

0 

301 

Htl  Weatherstrip  for  Door  Bottom 

0.21 

7.50 

0.08 

0.85 

0.00 

8.42 

Surface  Mounted  w/Vinyl  Bulb 

Bulb 

19.00  LF  ACARB 

4 

142 

1 

16 

0 

160 

Contract 

11 

409 

4 

78 

0 

491 

CB  BLDG  003,  ECO  13 

11 

409 

4 

78 

0 

491 

LABOR  IB;  R01J2  EQUIP  IB;  RG0192 


CREW  IB;  NAT92B  UPB  IB;  HAT92A 


Currency  in  BOLLARS 


Hon  03  Jan  1994 


REPORT 


U.S.  Any  Corps  of  Engineers 

PROJECT  CB0033;  CB  BIBG  003,  ECO  13  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 


No  errors  detected... 


it*  ENB  OF  ERROR  REPORT  *  *  * 


TIME  14:13:00 
ERROR  PAGE  1 


933702 


Hon  03  Jan  1994 


O.S.  Ariay  Corps  of  Engineers 

PROJECT  CB0041:  CB  BLDG  004,  ECO  fl  -  ESOS  Carlisle  Barracks 
INTERIH  SDBMISSIOH 


TIME  14:28:39 
TITLE  PAGE  1 


CB  BLDG  004,  ECO  |1 
ESOS  Carlisle  Barracks 
Contract  No.  DACA65-93-C-0018 
Building  004, Wall  A  Roof  Insul. 
Carlisle  Barracks,  FA 


Designed  By: 
Estinated  By: 


Benatec  Associates 
Benatec  Associates 


Prepared  By:  Benatec  Associates 


Date:  01/03/94 


HCACES  GOLD  EDITION 
Composer  GOLD  Copyright  (C)  1985,  1988,  1990,  1992 
by  Building  Systems  Design,  Inc. 

Release  5.20J 


LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  HAT92B  UFB  ID:  NAT92A 


Hon  03  Jan  1994 


D.S.  Army  Corps  of  Engineers  TIME  14:28:39 

PROJECT  CB0041:  CB  BLDG  004,  ECO  fl  -  ESOS  Carlisle  Barracks 

INTERIM  SUBMISSION  SETTINGS  PAGE  1 

**  CONTRACTOR  SETTINGS  ** 


AMOUNT  PCT  PCT  S  RISK  DIFF  SIZE  PERIOD  INVEST  ASSIST  SUBCON 


01  General  Contractor 

5.00  5.00 

10.00 

8.66  5.00 

2.00 


5.00 

10.00 

8.66  0.052  0.075  0.119  0.052  0.075  0.120  0.118 

2.00 


OVERHEAD  S 
HOME  OFC  P 
PROFIT  S 
BOND  P 

02  Electrical  Contractor 

OVERHEAD  P 
HOME  OFC  P 
PROFIT  C 
BOND  P 


LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREli  ID:  NAT92B  UFB  ID:  NAT92A 


Hon  03  Jen  1994 


lOF  CONTENTS 


D.S.  Any  Corps  of  Engineers 

PROJECT  CB004I:  CB  BLDG  004,  ECO  |1  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 


TIME  14:28:39 
CONTENTS  PAGE  1 


SUHHARY  REPORTS  SUMMARY  PAGE 

PROJECT  OWNER  SUMMARY  -  LEVEL  1 . . . 1 

PROJECT  DIRECT  SUMMARY  -  LEVEL  1 . 2 

CONTRACTOR  INDIRECT  SUMMARY . 3 


DETAILED  ESTIMATE 


DETAIL  PAGE 


01.  Contract 


1 


No  Backup  Reports... 


i  i  i  END  TABLE  OF  CONTENTS  *  *  * 


LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  HAT92B  UPB  ID:  NAT92A 


Mon  03  3an  1994 


D.S.  Any  Corps  of  Engineers 

PR03ECI  CB0041:  CB  BLDG  004,  ECO  |1  -  ESOS  Carlisle  Barracks 
INTERIM  SOBHISSION 

**  PROJECT  OWNER  SUMMARY  -  LEVEL  1  ** 


TIME  14:28:39 
SUMMARY  PAGE  1 


QUANTITY  UOH 

CONTRACT 

ESCALATN 

CONTINGN 

SIOE 

TOTAL  COST  UNIT  COST 

01  Contract 

1.00  EA 

17,071 

0 

854 

0 

17,924  17924.26 

CB  BLDG  004,  ECO  |1 

1. 00  EA 

17,071 

0 

854 

0 

17,924  17924.26 

LABCH  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  HAT92B  UPB  ID:  NAT92A 


Mon  03  Oan  1994 


D.S.  Aray  Corps  of  Engineers 

PROJECT  CB0041:  CB  BLDG  004,  ECO  |1  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 

a  PROJECT  DIRECT  SUMMARY  -  LEVEL  1  ** 


TIME  14:28:39 
PAGE  2 


QUANTITY  OOM 

MANHRS 

LABOR 

EQUIPMNT 

MATERIAL 

OTHER 

TOTAL  COST  UNIT  COST 

01  Contract 

1.00  EA 

290 

10,053 

106 

3,176 

0 

13,335  13335.22 

CB  BLDG  004,  ECO  fl 

1.00  EA 

290 

10,053 

106 

3,176 

0 

13,335  13335.22 

OVERHEAD 

SUBTOTAL 
HOME  OFC 

SUBTOTAL 

PROFIT 

SUBTOTAL 

BOND 

TOTAL  INCL  IHDIRECTS 
CONTKGENCY 

TOTAL  INCL  OWNER  COSTS 


667 


,14,002 

1,400 


15,402 

1,334 


16,736 

335 


17,071 

854 


17,924 


LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  8AT92B  DPB  ID:  NAT92A 


Hon  03  Jan  1994 


D.S.  Arty  Corps  of  Engineers  TIHE  14:28:39 

PROJECT  CB0041:  CB  BLDG  004,  ECO  |1  -  ESOS  Carlisle  Barracks 

INTERIM  SUBMISSION  SUMMARY  PAGE  3 

H  CONTRACTOR  INDIRECT  SUMMARY  a 


DIRECT  OVERHEAD  HOME  OFC  PROFIT  BOND  TOTAL  COST  UNIT  COST 


13,335  667  1,400  1,334 


GC  General  Contractor 


335 


17,071  17070.72 


LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


CREW  ID:  NAT92B  UPB  ID:  NAT92A 


Currency  in  DOLLARS 


Hon  03  Jan  1994 


ED  ESTIMATE 


U.S.  Arty  Corps  of  Engineers 

PROJECT  CB0041:  CB  BLDG  004,  ECO  fl  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 
01.  Contract 


TIME  14:28:39 
DETAIL  PAGE  1 


QUAHTY  UOM  CREW  ID 

MANHRS 

LABOR 

EQUIPMNT 

MATERIAL 

OTHER 

TOTAL  COST 

Contract 

Reirioval  «  Resseting  of  Base  k 

0.21 

7.60 

0.08 

0.00 

0.00 

7.68 

Casing 

786.00 

IF 

ACARB 

168 

5,974 

61 

0 

0 

6,035 

Sills  0  Plates, 2x4  So  Yel  Pine 

0.02 

0.80 

0.02 

0.24 

0.00 

1.06 

Around  Doors  0  Windows 

350.00 

BF 

ACARD 

8 

280 

7 

85 

0 

372 

Jamb  Extensions 

0.03 

0.79 

0.01 

0.42 

0.00 

1.22 

526.00 

LF 

ULABF 

14 

416 

3 

223 

0 

642 

2'  Polyiso,  R14,J,Rigid  Insul. 

0.01 

0.26 

0.00 

0.90 

0.00 

1.16 

1901.00 

SF 

ACARA 

14 

494 

5 

1,713 

0 

2,212 

1/2’  Drywall,One  Layer,  One  Face 

0.02 

0.69 

0.01 

0.21 

0.00 

0.91 

On  Metal  Studs  or  Furring, (13tt) 

1901.00 

SF 

ACARB 

21 

763 

8 

350 

0 

1,728 

For  Taping,  Spackling,  And 

15 

549 

6 

53 

^jjptd  2'  Z  Furring,  Galv. 

2.09 

74.50 

0.72 

28.09 

0.00 

103.31 

13.36 

CLF 

ACARA 

29 

1,033 

10 

389 

0 

1,432 

Interior  Roller  Work 

0.01 

0.29 

0.00 

0.19 

0.00 

0.48 

One  Coat  Priaer-Two  Coats  Paint 

1901.00 

SF 

APTRA 

20 

545 

6 

363 

0 

914 

Contract 

CB  BLDG  004,  ECO  fl 

290 

10,053 

106 

3,176 

0 

13,335 

290 

10,053 

106 

3,176 

0 

13,335 

LABOR  ID:  R01_92  EQUIP  ID:  RG01S2 


Currency  iu  DOLLARS 


CREW  ID:  NAT92B  UPB  ID;  NAT92A 


Mon  03  Jan  1994 


REPORT 


D.S.  Aray  Corps  of  Engineers 

PROJECT  CB0041;  CB  BLDG  004,  ECO  fl  -  ESOS  Carlisle  Barracks 
IHTERIM  SDBHISSION 


TIME  14:28:39 
ERROR  PAGE  1 


No  errors  detected... 


CARLISLE  BARRACKS  ENERGY  STUDY 
Individual  Building  Material  Take  Off  Worksheet 


Building  No.  ^  Building  Name;  ^ _ 

Date  Prepared:  lEstimalon^^^  STiCf^  ^Isheet^d^^ 

_ BID  ITEM  -  ^mHeZST(2(pPm  /cA\iLV> 

Unit 

Description  Quantity  Measurement 

0\\f.  07  07920  not  PoLVuilEW^HS _ 


933702 


Kon  03  Jan  1994 


O.S.  Arty  Corps  of  Engineers 

PROJECT  CB0043:  CB  BLDG  004,  ECO  |3  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 


TIME  14:32:04 
TITLE  PAGE  1 


CB  BLDG  004,  ECO  |3 
ESOS  Carlisle  Barracks 
Contract  No.  DACA65-93-C-0018 
Building  004,  Caulk  &  14. S. 
Carlisle  Barracks,  PA 


Designed  By; 
Estimated  By: 


Benatec  Associates 
Benatec  Associates 


Prepared  By:  Benatec  Associates 


Date;  01/03/94 


HCACES  GOLD  EDITION 
Composer  GOLD  Copyright  (C)  1985,  1988,  1990,  1992 
by  Building  Systems  Design,  Inc. 

Release  5.20J 


LABOR  ID:  R01J2  £01’!?  ID:  RGC'192  Currency  in  DOLLARS  CREli  ID;  HAT92B  1!PB  ID;  NAT92A 


O.S.  Arniy  Corps  of  Engineers  TIKE  14:32:04 

PROJECT  CB0043:  CB  BLDG  004,  ECO  f3  -  ESOS  Carlisle  Barracks 

INTERIM  SUBMISSION  SETTINGS  PAGE  1 

*4  CONTRACTOR  SETTINGS  ** 


AMOUNT  PCT  PCT  S  RISK  DIFF  SIZE  PERIOD  INVEST  ASSIST  SUBCON 


01  General  Contractor 


OVERHEAD 

P 

5.00 

HOME  OFC 

P 

10.00 

PROFIT 

C 

8.65 

0.052  0.075  0.119  0,052  0.075  0.120  0.118 

BOND 

P 

2.00 

Hon  03  Jan  1954 


LABOR  ID:  R01J2  EQUIP  ID;  RG0192  Currency  in  DOLLARS  CREW  ID:  NAT92B 


Hon  03  Jan  1994 


OF  CONTENTS 


U.S.  Aray  Corps  of  Engineers 

PROJECT  CB0043:  CB  BLDG  004,  ECO  13  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 


SUMMARY  REPORTS  SUMMARY  PAGE 

PROJECT  OWNER  SUMMARY  -  LEVEL  1 . 1 

PROJECT  DIRECT  SUMMARY  -  LEVEL  1 . 2 

CONTRACTOR  INDIRECT  SUMMARY . 3 


DETAILED  ESTIMATE  DETAIL  PAGE 

01.  Contract . . . 1 


No  backup  Reports... 


1  *  *  END  TABLE  OF  CONTENTS  *  t  * 


UPB  ID:  NAT92A 

TIME  14:32:04 
CONTENTS  PAGE  1 


LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


CREW  ID;  SAT92B  UPB  ID:  E792A 


Currency  in  DOLLARS 


Hon  03  Jan  1994 


D.S.  Arty  Corps  of  Engineers 

PROJECT  CB0043:  CB  BLDG  004,  ECO  |3  -  ESOS  Carlisle  Barracks 
IHTERIH  SUBMISSION 

**  PROJECT  OWNER  SUMMARY  -  LEVEL  1  ** 


TIME  14:32:04 
SUMMARY  PAGE  1 


QUANTITY  UOM 

CONTRACT 

ESCALATH 

CONTINGN 

SIOH 

TOTAL  COST  UNIT  COST 

01  Contract 

1.00  EA 

1,504 

0 

75 

0 

1,580  1579.63 

CB  BLDG  004,  ECO  |3 

1.00  EA 

1,504 

0 

75 

0 

1,580  1573.63 

LABOR  ID:  R0IJ2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  UPB  ID:  NAT92A 


Hon  03  Jan  1994 


D.S.  Any  Corps  of  Engineers 

PROJECT  CB0043:  CB  BLDG  004,  ECO  |3  -  ESOS  Carlisle  Barracks 
INTERIM  SDBHISSION 

**  PROJECT  DIRECT  SUMMARY  -  LEVEL  1  »* 


TIME  14:32:04 
SUMMARY  PAGE  2 


QUANTITY  DOM 

HANHRS 

LABOR 

EQUIPMNT 

MATERIAL 

OTHER 

TOTAL  COST  UNIT  COST 

01  Contract 

1.00  EA 

30 

1,076 

8 

91 

0 

1,175  1175.26 

CB  BLDG  004,  ECO  f3 

1.00  EA 

30 

1,076 

8 

91 

0 

1,175  1175.26 

OVERHEAD 

SUBTOTAL 
HOME  OFC 

SUBTOTAL 

PROFIT 

SUBTOTAL 


TOTAL  IHCL  INDIRECTS 
CONTHGEHCY 

TOTAL  INCL  OWNER  COSTS 


59 


1,234 

123 


1,357 

117 


1,475 

29 


1,504 

75 


1,580 


LABOR  ID:  R01_92  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  UPB  ID:  liAT92A 


Hon  03  Jan  1994 


U.S.  Ariay  Corps  of  Engineers  TIHE  14:32:04 

PROJECT  CBQ043:  CB  BLDG  004,  ECO  f3  -  ESOS  Carlisle  Barracks 

INTERIK  SUBMISSION  SUMMARY  PAGE  3 

**  CONTRACTOR  INDIRECT  SUMMARY  a 


DIRECT 

OVERHEAD 

HOME  OFC 

PROFIT 

BOND 

TOTAL  COST  UNIT  COST 

GC  General  Contractor 

1,175 

59 

123 

117 

29 

1,504  1504.41 

LABOR  ID:  R01J2  EQUIP  ID;  RG0192 


CREW  ID:  HAT92B  UPB  ID:  HAT92A 


Currency  ,  in  DOLLARS 


Mon  03  Jan  1994 


ED  ESTIMATE 


O.S.  Arty  Corps  of  Engineers 

PROJECT  CB0043:  CB  BLDG  004,  ECO  f3  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 
01.  Contract 


TIME  14:32:04 
DETAIL  PAGE  1 


OUANTY  UOM  CREW  ID 

MANHRS 

LABOR 

EQUIPMHT 

MATERIAL 

OTHER 

TOTAL  COST 

Contract 

Polyurethane  Ctpd, l/4'xl/4* Joint 

4.65 

166.39 

1.03 

9.54 

0.00 

176.96 

Exterior  Doors  &  Windows 

5.26  CLF  ARFCA 

24 

875 

5 

50 

0 

931 

Htl  Weatherstrip  w/Keoprene  Bulb 

0.07 

2.62 

0.03 

0.66 

0.00 

3.31 

For  Head  and  Jaib 

51.00  IF  ACARB 

4 

134 

1 

34 

0 

169 

Htl  Weatherstrip  for  Door  Bottoa 

0.21 

7.50 

0.08 

0.85 

0.00 

8.42 

Surface  Mounted  w/Vinyl  Bulb 

9.00  LF  ACARB 

2 

67 

1 

8 

0 

76 

Bulb 


Contract 

30 

1,076 

8 

91 

0 

1,175 

CB  BLDG  004,  ECO  ||3 

30 

1,076 

8 

91 

0 

1,175 

LABOR  ID:  R01J2  EQDIF  ID:  RG0192 


CREW  ID:  HAT92B  DPB  ID:  HAT92A 


Currency  in  DOLLARS 


Hon  03  Jan  1994 


REPORT 


O.S.  Arty  Corps  of  Engineers 

PROJECT  CB0043:  CB  BLDG  004,  ECO  f3  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 


TIME  14:32:04 
ERROR  PAGE  1 


No  errors  detected... 


Building  005 

(Typical  for  006,  017,  018,  019, 
020,  021,  026,  and  029) 

Architectural  Estimate 


CARLISLE  BARRACKS  ENERGY  STUDY 
Individual  Building  Material  Take  Off  Worksheet 


5 _  Building  Name;  6 _ 

Date  Prepared:  Aft. ^4  Estimator;  K.  Sr/g/< _ Sheet  /  of  g 


BID  ITEM-  'HklL  /j^OOf  iNSaL. 


Description  _ 


gii/.  emomc  ifzesem^)<a  of 


i^lUuJo(Lk  {e>A^S  4  CAS/N> 


Unit 

Quantity  Measurement 


Ol^.  0^  WooO 


Al2'ovl^/0  Wih}p0(4  4  0OOS~  C)pSt^lf^6iS 


Qm,  Oh  i'Kb  PmB  viAnfS  g)cr5f>JS(o/0s 


0\t0l  If^SML  2''R{(S(0  POLYISQ.  I/JSUL  &0 


o^toi  07210  ioii  ifisn 


\bi^oL  BO. 


L.f-. 


D\tO^ 


M  Ih  eUEC,  WO0^  OUtJBTS  4  SMCfcHeS  I  40 


^ipTB  ;  ^0At7tri5S  i^cLooe  eoTM  sms  of  obl  FoasB. 


933702 


O.S.  Amy  Corps  of  Engineers 

PROJECT  CB005I:  CB  BLDG  005,  ECO  |1  -  ESOS  Carlisle  Barracks 
IHTERIH  SBBHISSIOS 


IIHE  13:41:03 


/ 

Thu  06  Jan  1994 


TITLE  PAGE  1 


CB  BLDG  005,  ECO  |1 
ESOS  Carlisle  Barracks 
Contract  lio.  DACA65-93-C-0018 
Building  005,liall  &  Roof  Insul. 
Carlisle  Barracks,  PA 


Designed  By:  Benatec  Associates 
Estimated  By;  Benatec  Associates 


Prepared  By: 


Benatec  Associates 


Date:  01/06/94 


HCACES  GOLD  EDITION 
Composer  GOLD  Copyright  (C)  1985,  1988,  1990,  1992 
by  Building  Systems  Design,  Inc. 


Release  5.20J 


LABOR  ID:  ROl  92 


EQOIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  HAT92B  DPB  ID:  NAT92A 


Thu  06  Jan  1994 


O.S.  Amy  Corps  of  Engineers 

PROJECT  CB0051:  CB  BLDG  005,  ECO  |1  ■  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 


TIME  13:41:03 


SETTINGS  PAGE  1 

CONTRACTOR  SETTINGS  ** 

AMOUNT  PCT  PCT  S  RISK  DIFF  SIZE  PERIOD  INVEST  ASSIST  SUBCON 


01  General  Contractor 


OVERHEAD  S  5.00 
HOME  OFC  P  10.00 
PROFIT  S  8.66 
BOND  P  2.00 

02  Electrical  Contractor 

OVERHEAD  P  5.00 
HOME  OFC  P  10.00 
PROFIT  C  8.66 
BOND  P  2.00 


5.00 

5.00 


0.052  0.075  0.119  0.052  0.075  0.120  0.118 


LABOR  ID:  R01_92  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  UPB  ID:  NAT92A 


Thu  06  Jan  1994 
TABLE  OF  COBTEHTS 

• . 


Bo  Backup  Reports.,. 


D.S,  Amy  Corps  of  Engineers 

PROJECT  CB0051:  CB  BLDG  005,  ECO  #1  -  ESOS  Carlisle  Barracks 
IBTERIM  SBBHISSIOB 


SDHHART  REPORTS  SDMHARY  PAGE 

PROJECT  OWBER  SUMHARY  -  LEVEL  1 . 1 

PROJECT  DIRECT  SUMHARY  -  LEVEL  1 . 2 

COBTRACTOR  IBDIRECT  SUMMARY . 3 

DETAILED  ESTIMATE  DETAIL  PAGE 

01.  Contract . 1 


*  *  *  EBD  TABLE  OF  COBTEBTS  *  *  * 


TIME  13:41:03 
COBTEBTS  PAGE  1 


Thu  06  Jan  1994 


01  Contract 

1.00  EA 

20,104 

0 

1,005 

0 

21,109 

21109.39 

CB  BLDG  005,  ECO  U 

1.00  EA 

20,104 

0 

1,005 

0 

21,109 

21109.39 

O.S.  Any  Corps  of  Engineers  TIME  13:41:03 

PROJECT  CB0051:  CB  BLDG  005,  ECO  11  -  ESOS  Carlisle  Barracks 

INTERIM  SUBMISSION  SDHHARY  PAGE  1 

**  PROJECT  ONNER  SUMMARY  -  LEVEL  1  ** 


QUANTITY  DOM  CONTRACT  ESCALATE  CONTINGN  SIOH  TOTAL  COST  UNIT  COST 


LABOR  ID:  R01_92  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREN  ID:  NAI92B  UPB  ID:  NAI92A 


Thu  06  Jan  1994 


TIME  13:41;03 


D.S.  Aray  Corps  of  Engineers 

PROJECT  CB0051;  CB  BLDG  005,  ECO  fl  -  ESOS  Carlisle  Barracks 
ISTERIH  SUBMISSION 

**  PROJECT  DIRECT  SUMMARY  -  LEVEL  1  « 


SUMMARY  PAGE  2 


QUANTITY  DOM 

MANHRS 

LABOR 

EQDIPHNT 

MATERIAL 

OTHER 

TOTAL  COST  UNIT  COST 

01  Contract 

1.00  £A 

292 

9,602 

96 

6,006 

0 

15,705  15704.90 

CB  BLDG  005,  ECO  fl 

1.00  EA 

292 

9,602 

96 

6,006 

0 

15,705  15704.90 

OVERHEAD 

SUBTOTAL 
HOME  OFC 

SUBTOTAL 

PROFIT 

SUBTOTAL 

BOND 

TOTAL  INCL  INDIRECTS 
CONTNGENCY 

TOTAL  INCL  OWNER  COSTS 


785 


16,490 

1,649 


18,139 

1,571 


19,710 

394 


20,104 

1,005 


21,109 


LABOR  ID:  R01J2  EQUIP  ID:  RG0192  Currency  in  DOLLARS  CREW  ID:  HAT92B  UPB  ID:  NAT92A 


Thu  06  Jan  1994 


TIME  13:41:03 


D.S.  Army  Corps  of  Engineers 

PROJECT  CB0051:  CB  BLDG  005,  ECO  fl  -  ESOS  Carlisle  Barracks 

INTERIM  SUBMISSION  SUMMARY  PAGE  3 


**  CONTRACTOR  INDIRECT  SUMMARY  ** 

w 

DIRECT 

OVERHEAD 

HOME  OFC 

PROFIT 

BOND 

TOTAL  COST  UNIT  COST 

GC  General  Contractor 

15,179 

759 

1,594 

1,518 

381 

19,431 

19430.58 

EL  Electrical  Contractor 

526 

26 

55 

53 

13 

674 

673.60 

LABOR  ID:  R01_92  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREN  ID:  NAT92B  UPB  ID:  NAT92A 


Tho  06  Jan  1994 


TIME  13:41:03 


O.S.  Amy  Corps  of  Engineers 

PROJECT  CB0051:  CB  BLDG  005,  ECO  fl  -  ESOS  Carlisle  Barracks 
DETAILED  ESTIMATE  INTERIM  SUBMISSION  DETAIL  PAGE  1 

01.  Contract 


QUANTY  DOM  CREW  ID 

MANRRS 

LABOR 

EQDIPHNT 

MATERIAL 

OTHER 

TOTAL  COST 

Contract 

Renoval  &  Resetting  of  Hillwork 

0.03 

0.95 

0.01 

0.00 

0.00 

0.96 

1536.00  LF 

DLABF 

50 

1,459 

11 

0 

0 

1,470 

Sills  A  Plates, 2x4  So  Yel  Pine 

0.02 

0.80 

0.02 

0.24 

0.00 

1.06 

Around  Sindow  A  Door  Openings 

720.00  BF 

ACARD 

16 

576 

14 

176 

0 

766 

Janb  Extensions 

0.03 

0.79 

0.01 

0.42 

0.00 

1.22 

1078.00  LF 

DLABF 

29 

852 

6 

457 

0 

1,315 

2"  Polyiso.,R14.3  Rigid  Insul. 

0.01 

0.26 

0.00 

0.90 

0.00 

1.16 

3212.00  SF 

ACARA 

23 

835 

8 

2,894 

0 

3,737 

6'Unfaced  Batt,R19  Fbgs  Insul 

0.01 

0.30 

0.00 

0.21 

0.00 

0.51 

2332.00  SF 

ACARA 

19 

693 

7 

494 

0 

1,194 

1/2'  Dry»all,One  Layer,  One  Face 

0.02 

0.69 

0.01 

0.21 

0.00 

0.91 

On  Metal  Studs  or  Furring,  (13iim)  3212.00  SF 

ACARB 

36 

1,289 

13 

592 

0 

2,920 

For  Taping,  Spackling,  And 

26 

928 

10 

89 

^^d.  2*  Z  Furring,  Galv. 

2.09 

74.50 

0.72 

28.09 

0.00 

103.31 

W 

21.60  CLF  ACARA 

45 

1,609 

16 

607 

0 

2,232 

Interior  Roller  Work 

0.01 

0.29 

0.00 

0.19 

0.00 

0.48 

One  Coat  Primer-Two  Coats  Paint 

3212.00  SF 

APTRA 

35 

921 

10 

613 

0 

1,545 

Electrical  Work  on  Outlets  A 

0.28 

11.00 

0.04 

2.12 

0.00 

13.16 

Switches 

40.00  EA 

EELEB 

11 

440 

1 

85 

0 

526 

Contract 

292 

9,602 

96 

6,006 

0 

15,705 

CB  BLDG  005,  ECO  |1 

292 

9,602 

96 

6,006 

0 

15,705 

LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREM  ID:  NAT92B  UPB  ID:  NAT92A 


Thu  06  Jau  1994  O.S.  Army  Corps  of  Eugineers  TIHE  13:41:03 

P80JECT  CB0051:  CB  BLDG  005,  ECO  fl  -  ESOS  Carlisle  Barracks 

ERROR  REPORT  IHTERIH  SUBMISSION  ERROR  PAGE  1 


No  errors  detected... 

« 

*  *  *  END  OF  ERROR  REPORT  *  *  * 


LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREU  ID:  NAT92B  UPB  ID:  NAT92A 


CARLISLE  BARRACKS  ENERGY  STUDY 
Individual  Building  Material  Take  Off  Worksheet 


Building  No.  S  _ 


Date  Prepared:  5JAM.^4  I  Estimator:  K.  stick _ 


BID  ITEM '  tyg/ny/agSTCipwa  /enuLMei 


Description  _ 


o\\i.  01  01^20  do!  PoLYui^srHAf^e 


(Of  SKT  DOO(2S  4l^l^0O(Jt^ 


0\t  03  6/3130  lOOC?  itiSrrfiUlHOt  I/Ae7. 


f/iBPni\e&srfif  t)EoPi2.ef^ts. 

BoLB  Oh)  gxr.  DQOfZ  JAm 


v\t  03  0313^  \001  WSBrf£l2Sr^( 


oooi^  e:orrof^iS _ _ 


Unit 

Quantity  Measurement 


fO.18 


X  (S^mTlSS  It^ClOOlS  507?/  (Of  P&L.  HOOSS, 


933702 


Wed  05  Jan  1994  U.S.  Any  Corps  of  Engineers  TIHE  13:44:00 

PROJECT  CB0053:  CB  BLDG  005,  ECO  13  -  ESOS  Carlisle  Barracks 

INTERIM  SBBHISSION  TITLE  PAGE  1 


CB  BLDG  005,  ECO  f3 
ESOS  Carlisle  Barracks 
Contract  No.  DACA65-93-C-0018 
Building  005,  Caulk  0  SS.S. 
Carlisle  Barracks,  PA 


Designed  By: 
Estimated  By: 


Benatec  Associates 
Benatec  Associates 


Prepared  By:  Benatec  Associates 


Date:  01/05/94 


HCACES  GOLD  EDITION 
Composer  GOLD  Copyright  (C)  1985,  1988,  1990,  1992 
by  Building  Systems  Design,  Inc. 

Release  5.20J 


Med  05  Jan  1994 


O.S.  Any  Corps  of  Engineers 

PROJECT  CB0053;  CB  BLDG  005,  ECO  13  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 


TIME  13:44:00 


SETTINGS  PAGE  1 

a  CONTRACTOR  SETTINGS  ** 

AMOUNT  PCT  PCT  S  RISK  DIFF  SIZE  PERIOD  INVEST  ASSIST  SUBCON 


01  General  Contractor 


OVERHEAD 

P 

5.00 

HOME  OFC 

P 

10.00 

PROFIT 

C 

8.65 

0.052  0.075  0.119  0.052  0.075  0.120  0.118 

BOND 

P 

2.00 

ft  AT  T  I  r>A 


«ed  05  Jan  1994  O.S.  Army  Corps  of  Engineers  TIME  13:44:00 

PROJECT  CB0053:  CB  BLDG  005,  ECO  f3  -  ESOS  Carlisle  Barracks 

TABLE  OF  CONTENTS  INTERIM  SUBMISSION  CONTENTS  PAGE  1 


SUMMARY  REPORTS  SUMMARY  PAGE 

PROJECT  OWNER  SUMMARY  -  LEVEL  1 . 1 

PROJECT  DIRECT  SUMMARY  -  LEVEL  1 . 2 

CONTRACTOR  INDIRECT  SUMMARY . . . 3 


DETAILED  ESTIMATE  DETAIL  PAGE 

01.  Contract . 1 


No  Backnp  Reports... 


Wed  05  Jan  1994 


TIME  13:44:00 


O.S.  Amy  Corps  of  Engineers 

PROJECT  CB0053:  CB  BLDG  005,  ECO  f3  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 

H  PROJECT  OWNER  SUMMARY  -  LEVEL  1  ** 


SUMMARY  PAGE  1 


QUANTITY  UOM 

CONTRACT 

ESCALATN 

CONTINGN 

SIOR 

TOTAL  COST  UNIT  COST 

01  Contract 

1.00  EA 

2,859 

0 

143 

0 

3,002  3002.07 

CB  BLDG  005,  ECO  13 

1.00  EA 

2,859 

0 

143 

0 

3,002  3002.07 

Bed  05  Jan  1994 


TIME  13:44:00 


O.S.  Army  Corps  of  Engineers 

PROJECT  CB0053:  CB  BLDG  005,  ECO  f3  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 

a  PROJECT  DIRECT  SUMMARY  -  LEVEL  1  ** 


SUMMARY  PAGE  2 


Ked  05  Jan  1934 


TIME  13:44:00 


U.S.  Any  Corps  of  Engineers 

PROJECT  CB0053:  CB  BLDG  005,  ECO  13  -  ESOS  Carlisle  Barracks 

IHTERIH  SDBMISSION  SDHKARY  PAGE  3 


• 

**  CONTRACTOR  INDIRECT  SUMMARY  *» 

DIRECT 

OVERHEAD 

HOME  OFC 

PROFIT 

BOND 

TOTAL  COST  UNIT  COST 

GC  General  Contractor 

2,234 

112 

235 

223 

56 

2,859  2859.11 

Ked  05  Jan  1994 


TIHE  13:44:00 


O.S.  Arty  Corps  of  Engineers 

PROJECT  CB9053:  CB  BLDG  005,  ECO  |3  -  ESOS  Carlisle  Barracks 


DETAILED  ESTIMATE 

• 

INTERIM  SDBMISSION 
01.  Contract 

DETAIL  PAGE  1 

QUANTY  DOM  CREW  ID 

MANHRS 

LABOR 

EQUIPMNT 

MATERIAL 

OTHER 

TOTAL  COST 

Contract 

Polyurethane  Ctpd,l/4'xl/4’ Joint 

4.65 

166.39 

1.03 

9.54 

0.00 

176.96 

on  Ext.  Doors  &  Windows 

10,78  CLF  ARFCA 

50 

1,794 

11 

103 

0 

1,908 

Ktl  Weatherstrip  w/Heoprene  Bulb 

0.07 

2.62 

0.03 

0.66 

0.00 

3.31 

For  Head  and  Jamb 

68.00  LF  ACARB 

5 

178 

2 

45 

0 

225 

Htl  Weatherstrip  for  Door  Bottom 

0.21 

7.50 

0.08 

0.85 

0.00 

8.42 

Surface  Mounted  w/Vinyl  Bulb 

12.00  LF  ACARB 

3 

90 

1 

10 

0 

101 

Bulb 

•  Contract 

58 

2,062 

14 

158 

0 

2,234 

CB  BLDG  005,  ECO  f3 

58 

2,062 

14 

158 

0 

2,234 

Bed  05  Jan  1994  U.S.  Army  Corps  of  Engineers  TIME  13:44:00 

PSOJECT  CB0053:  CB  BLDG  005,  ECO  f3  -  ESOS  Carlisle  Barracks 

ERROR  REPORT  INTERIM  SUBMISSION  ERROR  PAGE  1 


No  errors  detected... 


CAi^SLE  BARIl4CKS  ENERGY  STl^ 
Individual  Building  Material  Take  Off  Worksheet 


Building  No.  Building  Name: 


Date  Prepared:  3  ^4*  Estimator:  DJL  Sheet  I  of  ^ 


BID  TTEM  ^ALL //Scpcyp  //^^(JLAT/OaJ 


Description 


D\^.oc>  A2o\  2. <4  VooD 


6  WnOooo  4  QC/2.  Cpmm^  A  05S 


Dii/.^l  install  2"  2lC{iO  poLYieo. 


[t^eoL  bD>  iA3  I'^eoL)]  to.  31b 


£^.cn  072(0  toil  f^^LL 


UNpl^OBO  f'lbsP.OfOA^S  /H^OO 


U-  (^OOF  JNBOL. 


Unit 

Quantity  Measurement 


D^yi.o^  cF'Z^o  (002  iNejk^LL  ^//i“ 


ORYuJALL  (iNcLOOS  4oo\\  1 0^2 IS 


ViV.oF  /Feri^LL  'z! 


PoRQihiCf  G  24"  ON  u)FlL0 


Pil/.  0^<P20  \2Z\  Pajnt/NQ  j^/2" 


OHr^i/ALL  1 0^3  IS 


DiU,OP  me>7hLL  ^W/Nyl  B>Ae^ 


T)\\)Ai^  BLbcX  \Vo(2/c.  Oh!  oorier^ 


^  ^uJtTaH&5 


3^0 


ZZ. 


3.F. 


S-f. 


S.F 


s.F. 


l.f. 


£K 


933702 


^  CARIJSLE  BAWUCKS  ENERGY  STIJDY 
;  individual  Building  Material  Take  Off  Worfcsheet  . 

Building  No.  Building  Name:  ^ 

Date  Prepared:  ^  ^4*  Estimator:  CXJL  Sheet  2  of  ^ 

BID  ITEM  WAll  / Poof  /N^LKf/OhJ 

Unit 

Description  Quantity  Measurement 


WV'.  /6>  SLfcr.  tDOPk:  £)(n  I/cHuI _ I _ ' 


Z)/i/./^  lot>RK  osi  Fl/^B _ 

AL/^Prr\  3BLL  2  BA. 


D}\/.lte  BLBCZ  \yo!2K.  ON  /'^4‘ _ 

MALL  A\rD  UWT  f/yjORB  Zt> 


933702 


Hon  03  Jan  1994 


O.S.  Aray  Corps  of  Engineers 

PROJECT  CB0231:  CB  BLDG  023,  ECO  |1  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 


TIME  15:09:31 
TITLE  PAGE  1 


CB  BLDG  023,  ECO  fl 
ESOS  Carlisle  Barracks 
Contract  No.  DACA65-93-C-0018 
Building  023, Wall  L  Roof  Insul. 
Carlisle  Barracks,  PA 


Designed  By: 
Estimated  By: 


Benatec  Associates 
Benatec  Associates 


Prepared  By:  Benatec  Associates 


Date:  01/03/94 


H  C  A  C  E  S  GOLD  EDITION 
Composer  GOLD  Copyright  (C)  1985,  1988,  1990,  1992 
by  Building  Systems  Design,  Inc. 

Release  5.20J 


Currency  in  DOLLARS 


CREW  ID;  NAT92B  DPB  ID:  NAT92A 


LABOR  ID:  ROl  92  EODIF  ID:  RGG192 


Mon  03  Jan  1994 


U.S.  Any  Corps  of  Engineers 

PROJECT  CB0231:  CB  BLDG  023,  ECO  fl  -  ESOS  Carlisle  Barracks 
INTERIM  SBBMISSIOH 


TIME  15:09:31 
SETTINGS  PAGE  1 

H  CONTRACTOR  SETTINGS  ** 

AMOUNT  PCT  PCT  S  RISK  DIFF  SHE  PERIOD  INVEST  ASSIST  SDBCON 


01  Genera!  Contractor 

OVERHEAD 
HOKE  OFC 
PROFIT 
BOND 

02  Electrical  Contractor 

OVERHEAD 
HOME  OFC 
PROFIT 
BOND 


S  5.00  5.00 

P  10.00 

S  8.66  5.00 

P  2.00 


P  5.00 

P  10.00 

C  8.66  0.052  0.075  0.119  0.052  0.075  0.120  0.118 

P  2.00 


LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  UPB  ID:  HAT92A 


Hod  03  Jan  1994 


I  OF  COHTEKTS 


D.S.  Army  Corps  of  Engineers 

PROJECT  CB0231:  CB  BLDG  023,  ECO  |1  -  ESOS  Carlisle  Barracks 
INTERIM  SOBHISSIOH 


TIME  15:09:31 
CONTENTS  PAGE  1 


SOMHARY  REPORTS  SUMMARY  PAGE 

PROJECT  ONNER  SUMMARY  -  LEVEL  1 . 1 

PROJECT  DIRECT  SUMMARY  -  LEVEL  1 . 2 

CONTRACTOR  INDIRECT  SUMMARY . 3 

DETAILED  ESTIMATE  DETAIL  PAGE 

01.  Contract . 1 


No  Backup  Reports... 


i  i  i  END  TABLE  OF  CONTENTS  *  *  * 


LABOR  ID;  R01J2  EQUIP  ID:  R60152 


CREW  ID:  HAT92B  UPB  ID:  SAT92A 


Currency  in  DOLLARS 


Hon  03  Jan  1994 


D.S.  Army  Corps  of  Engineers 

PROJECT  CB0231:  CB  BLDG  023,  ECO  |1  -  ESOS  Carlisle  Barracks 
IHTERIH  SDBHISSION 

H  PROJECT  OWNER  SUMMARY  -  LEVEL  1  ** 


TIHE  15:09:31 
SUMMARY  PAGE  1 


QUANTITY  UOM 

CONTRACT 

ESCALATH 

CONTINGN 

8IOH 

TOTAL  COST  UNIT  COST 

01  Contract 

1.00  EA 

56,478 

0 

2,824 

0 

59,302  59301.71 

CB  BLDG  023,  ECO  fl 

1.00  EA 

56,478 

0 

2,824 

0 

59,302  59301.71 

LABOR  ID:  R01J2  EQUIP  ID:  RGG192 


Currerxy  in  DOLLARS 


CRE'fl  ID;  HAT92B  UPB  ID:  NAT92A 


Kon  03  Jan  1994 


O.S.  Ariay  Corps  of  Engineers 

PROJECT  CB0231:  CB  BLDG  023,  ECO  |1  -  ESOS  Carlisle  Barracks 
IHIERIM  SDBHISSION 

**  PROJECT  DIRECT  SDHMARY  -  LEVEL  1  ** 


TIME  15:09:31 
SDHMARY  PAGE  2 


QUANTITY  UOM 

MANHRS 

LABOR 

EQUIPHNT 

MATERIAL 

OTHER 

TOTAL  COST  UNIT  COST 

01  Contract 

1.00  EA 

728 

24,996 

246 

18,877 

0 

44,119  44119.15 

CB  BLDG  023,  ECO  |1 

1.00  EA 

728 

24,996 

246 

18,877 

0 

44,119  44119.15 

OVERHEAD  2,206 


SUBTOTAL  46,325 

HOME  OFC  4,633 


SUBTOTAL  50,958 

PROFIT  4,413 


SUBTOTAL  55,370 

BOND  1,107 


TOTAL  INCL  INDIRECTS  56,478 

CONTNGENCY  2,824 


TOTAL  INCL  OWNER  COSTS 


59,302 


LABOR  ID:  S01J2  EGUIF  ID:  RG&192 


Currency  in  DOLLARS 


CREW  ID:  SAT92B  DFB  ID:  RAT92A 


Mon  03  Jan  1994 


D.S.  Army  Corps  of  Engineers  TIME  15:09:31 

PROJECT  CB0231:  CB  BLDG  023,  ECO  fl  -  ESOS  Carlisle  Barracks 

INTERIM  SUBMISSION  SUMMARY  PAGE  3 

H  CONTRACTOR  INDIRECT  SUMMARY  ** 


DIRECT 

OVERHEAD 

HOME  OFC 

PROFIT 

BOND 

TOTAL  COST  UNIT  COST 

41,760 

2,359 

2,088 

118 

4,385 

248 

4,177 

236 

1,048 

59 

53,459  53458.57 
3,019  3019.25 

GC  General  Contractor 
EL  Electrical  Contractor 


LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


CREW  ID:  NAT92B  UPB  ID:  HAT92A 


Currency  in  DOLLARS 


Mon  03  Jan  1994 


ED  ESTIMATE 


U.S.  Any  Corps  of  Engineers 

PROJECT  CB0231:  CB  BLDG  023,  ECO  |1  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 
01.  Contract 


TIME  15:09:31 
DETAIL  PAGE  1 


QUANTY  DOM  CREW  ID 

HAHHRS 

LABOR 

EQOIPHNT 

MATERIAL 

OTHER 

TOTAL  COST 

Contract 

Sills  i  Plates, 2x4  So  Yel  Pine 

0.02 

0.80 

0.02 

0.24 

0.00 

1.06 

1055.00  BF 

ACARD 

24 

844 

21 

257 

0 

1,122 

2*  Polyiso,  R14,3,  Rigid  Insul. 

0.01 

0.26 

0.00 

0.90 

0.00 

1.16 

10318  SF 

ACARA 

75 

2,683 

26 

9,297 

0 

12,005 

6'Unfaced  Batt,R19  Fbgs  Insul 

0.01 

0.30 

0.00 

0.21 

0.00 

0.51 

11229  SF 

ACARA 

94 

3,337 

32 

2,381 

0 

5,750 

1/2'  Drywall,One  Layer,  One  Face 

0.02 

0.69 

0.01 

0.21 

0.00 

0.91 

On  Metal  Studs  or  Furring,  (13iim) 

10318  SF 

ACARB 

116 

4,139 

43 

1,902 

0 

9,380 

For  Taping,  Spackling,  And 

84 

2,980 

31 

285 

Std.  2"  Z  Furring,  Galv. 

2.09 

74.50 

0.72 

28.09 

0.00 

103.31 

71.00  CLF 

ACARA 

148 

5,290 

51 

1,994 

0 

7,335 

^I^terior  Roller  Work 

0.01 

0.29 

0.00 

0.19 

0.00 

0.48 

^^e  Coat  Priiaer-Two  Coats  Paint 

10318  SF 

APTRA 

111 

2,960 

33 

1,969 

0 

4,962 

4*  Vinyl  Base 

0.02 

0.61 

0.00 

0.74 

0.00 

1.36 

890.00  LF 

APAPA 

20 

543 

3 

660 

0 

1,206 

Electrical  Work  on  Switches  & 

0.28 

11.00 

0.04 

2.12 

0.00 

13.16 

Outlets 

22.00  EA 

EELEB 

6 

242 

1 

47 

0 

289 

Electrical  Work  on  Exit  Signs 

0.82 

32.50 

0.11 

2.12 

0.00 

34.73 

7.00  EA 

EELEB 

6 

228 

1 

15 

0 

243 

Electrical  Work  on  Fire  Alan 

0.82 

32.50 

0.11 

2.12 

0.00 

34.73 

Pull  Stations 

3.00  EA 

EELEB 

2 

98 

0 

6 

0 

104 

Electrical  Work  on  Fire  Alan 

0.82 

32.50 

0.11 

2.12 

0.00 

34.73 

Bells 

2.00  EA 

EELEB 

2 

65 

0 

4 

0 

69 

Electrical  Work  on  Wall  Mounted 

1.05 

41.50 

0.13 

2.12 

0.00 

43.75 

Light  Fixtures 

28.00  EA 

EELEB 

29 

1,162 

4 

59 

0 

1,225 

Electrical  Work  on  200A  Disc. 

5.38 

213.02 

0.69 

0.00 

0.00 

213.71 

Switch 

2.00  EA 

EELEB 

11 

426 

1 

0 

0 

427 

Contract 

A 

728 

24,996 

246 

18,877 

0 

44,119 

^B  BLDG  023,  ECO  11 

728 

24,996 

246 

18,877 

0 

44,119 

LABOR  ID:  R01J2  EQUIP  ID:  RG0192  Currency  in  DOLLARS  CREW  ID:  SA792B 


Hon  03  Jan  1994 


REPORT 


O.S.  Army  Corps  of  Engineers 

PROJECT  CB0231:  CB  BLDG  023,  ECO  |1  -  ESOS  Carlisle  Barracks 
IHTERIH  SUBHISSION 


UPB  ID:  NAT92A 

TIME  15:09:31 
ERROR  PAGE  1 


No  errors  detected. .. 


>1  CAI^SUB  BAMACIGS 
Individual  Building  Material  Take  Off  Worksh^t 


Building  No.  26  I  Building  Name;  THORPS  QY^Ts 


Date  Prepared:  3  ^4-  Estimator:  DJL _ Sheet  3  of  3 


BID  ITEM  ZcTAUtk/A/q 


Description  Quantity 


m.oi  omo  iio\ 


cwunlq.  OF  BXmRIOlZ  DCC£6 


4-  \SJlr^OOlC>6>  I3-83 


W.o&SBliO  loob  iNsrAiLiNCi /nar. 


\V£m£SS’TRlP  0/  NBOPREfJe 


BoLt>  ON  iSXXBRiO/Z  Doe^ 


siA/loe’  ^  HB 110 


Div.  6b  obi30  1607  mmie/ZsrRip 


Q66IZ  0crrofrve _  to 


Unit 

Measurement 


C-L.F 


L.F. 


L.F. 


933702 


Hon  03  Jan  1994 


D.S.  Amy  Corps  of  Engineers 

PROJECT  CB0233:  CB  BLDG  023,  ECO  |3  -  SSOS  Carlisle  Barracks 
I.NTERIH  SUBHISSION 


TIME  15:12:07 
TITLE  PAGE  1 


CB  BLDG  023,  ECO  |3 
ESOS  Carlisle  Barracks 
Contract  Ho.  DACA65-93-C-0018 
Building  023,  Caulk  &  H.S. 
Carlisle  Barracks,  PA 


Designed  By: 
Estimated  By: 


Benatec  Associates 
Benatec  Associates 


Prepared  By:  Benatec  Associates 


Date:  01/03/94 


H  C  A  C  £  S  GOLD  E  D  I  T  I  0  H 
Composer  GOLD  Copyright  (C)  1985,  1988,  1990,  1992 
by  Building  Systems  Design,  Inc. 

Release  5.20J 


Currency  in  DOLLARS 


CREW  ID;  NAT92B  UFB  ID:  MT92A 


LABOR  ID:  R01J2  ESUIP  ID: 


Cl 


D.S.  Army  Corps  of  Engineers  TIME  15:12:07 

PROJECT  CB9233:  CB  BLDG  023.  ECO  13  -  ESOS  Carlisle  Barracks 

INTERIM  SUBMISSION  SETTINGS  PAGE  1 

H  CONTRACTOR  SETTINGS  h 


AMOUNT  PCT  PCT  S  RISK  DIFF  SIZE  PERIOD  INVEST  ASSIST  SUBCON 


01  General  Contractor 


OVERHEAD 

P 

5.00 

HOME  OFC 

P 

10.00 

PROFIT 

C 

8.65 

0.052  0.075  0.119  0,052  0.075  0.120  0.118 

BOND 

P 

2.00 

Mon  03  Jan  1994 


LABOR  ID:  R01J2  -QUIP  ID:  RG0192 


lurrency  in  DOLLARS 


CREW  ID:  NAT92B  UP8  ID:  RAT92A 


Hon  03  Jan  1994 


I  OF  CONTENTS 


D.S.  Army  Corps  of  Engineers 

PROJECT  CB0233:  CB  BLDG  023,  ECO  f3  -  ESOS  Carlisle  Barracks 
INTERIM  SDBHISSION 


TIME  15:12:07 
CONTENTS  PAGE  1 


SDMHARY  REPORTS  SUMMARY  PAGE 

PROJECT  OWNER  SUMMARY  -  LEVEL  1 . 1 

PROJECT  DIRECT  SUMMARY  -  LEVEL  1 . 2 

CONTRACTOR  INDIRECT  SUMMARY . 3 


DETAILED  ESTIMATE  DETAIL  PAGE 

01.  Contract . 1 


No  Backup  Reports... 


LABOR  ID:  R01J2  EQUIP  ID;  RG01S2  Currency,  in  DOLLARS  CREW  ID:  NAT92B  UPB  ID:  NAT92A 

U.S.  Army  Corps  of  Engineers  TIME  15:12:07 

PROJECT  CB0233:  CB  BLDG  023,  ECO  |3  -  ESOS  Carlisle  Barracks 

INTERIM  SUBMISSION  SUHMARV  PAGE  1 

a  PROJECT  OWNER  SUMMARY  -  LEVEL  1  a 


QUANTITY  UOM 

CONTRACT 

ESCALATH 

CONTINGN 

SIOH 

TOTAL  COST  UNIT  COST 

01  Contract 

1.00  EA 

4,176 

0 

209 

0 

4,385  4384.60 

CB  BLDG  023,  ECO  §3 

1.00  EA 

4,176 

0 

209 

0 

4,385  4384.60 

Mon  03  Jan  1994 


LABOR  ID;  R01J2  EQUIP  ID:  RG01S2 


Currency  in  DOLLARS 


CREy  ID:  1IAT92B  UPB  ID:  mS2A 


Mon  03  Jan  1994 


D.S.  Army  Corps  of  Engineers 

PROJECT  CB0233;  CB  BLDG  023,  ECO  |3  -  S30S  Carlisle  Barracks 
INTERIM  SUBMISSION 

a  PROJECT  DIRECT  SUMMARY  -  LEVEL  1  ** 


TIME  15:12:07 
SUMMARY  PAGE  2 


QUANTITY  UOM 

M.ANHRS 

LABOR 

EQUIPMNT 

MATERIAL 

OTHER 

TOTAL  COST  UNIT  COST 

01  Contract 

1.00  EA 

83 

2,972 

21 

269 

0 

3,262 

3262.18 

CB  BLDG  023,  ECO  |3 

1.00  EA 

83 

2,972 

21 

269 

0 

3,262 

3262.18 

OVERHEAD 

SUBTOTAL 
HOME  OFC 

SUBTOTAL 

PROFIT 

SUBTOTAL 

BOND 

TOTAL  INCL  IHDIRECTS 
CONTNGENCY 

TOTAL  INCL  OWNER  COSTS 


163 


3,425 

343 


3,768 

326 


4,094 

32 


4,176 

209 


1,385 


LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  SAT92B  UPB  ID:  NAT92A 


Hon  03  Jan  1994 


G.S.  Army  Corps  of  Engineers  TIHE  15:12:07 

PROJECT  CB0233:  CB  BLDG  023,  ECO  f3  -  ES08  Carlisle  Barracks 

INTERIM  SUBMISSION  SUMMARY  PAGE  3 

a  CONTRACTOR  INDIRECT  SUMMARY  h 


DIRECT 

OVERHEAD 

HOME  OFC 

PROFIT 

BOND 

TOTAL  COST  UNIT  COST 

GC  General  Contractor 

3,262 

163 

343 

326 

82 

4,176  4175.81 

LABOR  ID:  R01J2  EQUIP  ID:  RGD192 


Currency  in  DOLLARS 


CREM  ID:  NAT92E  UPB  ID:  NATS2A 


Hon  03  Jan  1994 


Led  estimate 


D.S.  Aray  Corps  of  Engineers 

PROJECT  CB0233:  CB  BLDG  023,  ECO  |3  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 
01.  Contract 


TIME  15:12:07 
DETAIL  PAGE  1 


QBANTY  UOH  CREW  ID 

LABOR 

EQDIPMNT 

MATERIAL 

OTHER 

TOTAL  COST 

Contract 

Polyurethane  Cfflpd,l/4’rl/4'' Joint 

4.65 

166.39 

1.03 

9.54 

0.00 

176.96 

Exterior  Doors  &  Kincows 

13.83  CLF  ARFCA 

64 

2,301 

14 

132 

0 

2,447 

Htl  Seatherstrip  w/Neoprene  Bulb 

0.07 

2.62 

0.03 

0.66 

0.00 

3.31 

For  Head  and  Jaab 

170.00  LF  ACARB 

13 

446 

5 

112 

0 

562 

Htl  Weatherstrip  for  Boor  Bottoa 

0.21 

7.50 

0.08 

0.85 

0.00 

8.42 

Surface  Mounted  w/Vinyl  Bulb 

Bulb 

30.00  LF  ACARB 

6 

225 

2 

25 

0 

253 

Contract 

83 

2,972 

21 

269 

0 

3,262 

CB  BLDG  023,  ECO  |3 

83 

2,972 

21 

269 

0 

3,262 

LABOR  ID;  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  UPB  ID:  NAT92A 


Hon  03  Jan  1994 


D.S.  Amy  Corps  of  Engineers 

PROJECT  CB0233:  CB  BLDG  023,  ECO  13  -  SSOS  Carlisle  Barracks 
INTERIM  SUBMISSION 


TIME  15:12:07 
ERROR  PAGE  1 


No  errors  detected... 


IndividiiM  Buildiiig  Materi^  Off  W6ri«he^ 


BuildinK  No.  Building  Name:  AP^T/^6NT'^ 


Date  Prepared:  3  JAA/.  Estimator:  £).  v/Z— .. _ Sheet  /  of  / 


BID  ITEM 


Description 


0l\/,  01  079^0  I/O!  fbLru/ZETNANB 


OA  SXmfllOF^  Oco^^ 


^  ^iNDood^ 


OwJ.Ob  02>7dO  I000>  /A/EfALL  msT. 


\\JSMf^£2^r/QiP  tuJ  NSDPJ2ENB 


BULld  Op  BrjEUlO^  PdoB. 


HsAO  ^  jAmB 


Dl(/.  03  03130  ICOl  ^eAThiSBJ^aiP 


QcolA  ^TfOm  3 


Quantity 


Unit 

Measurement 


/7.g6 


c:-L.?. 


4h 


L.E 


L.E 


933702 


Ked  05  Jan  1994 


U.S.  Arty  Corps  of  Engineers 

PROJECT  CB0243:  CB  BLDG  024,  ECO  t3  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 


TIME  13:49:06 


TITLE  PAGE  1 


CB  BLDG  024,  ECO  |3 
ESOS  Carlisle  Barracks 
Contract  No.  DACA65-93-C-0018 
Building  024,  Caulk  L  N.S. 
Carlisle  Barracks,  PA 


Designed  By:  Benatec  Associates 
Estiiated  By;  Benatec  Associates 


Prepared  By; 


Benatec  Associates 


Date:  01/05/94 


MCACES  GOLD  EDITION 
Composer  GOLD  Copyright  (C)  1985,  1988,  1990,  1992 
by  Building  Systems  Design,  Inc, 


Release  5.20J 


LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  UPB  ID:  NAT92A 


Ved  05  Jan  1994 


O.S.  Amy  Corps  of  Engineers 

PROJECT  CB0243;  CB  BLDG  024,  ECO  |3  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 


TIME  13:49:06 


SETTINGS  PAGE  1 


01  General  Contractor 


H  CONTRACTOR  SETTINGS  ** 


MOUNT  PCT  PCT  S  RISK  DIFF  SIZE  PERIOD  INVEST  ASSIST  SOBCON 


OVERHEAD 
HOME  OFC 
PROFIT 
BOND 


0.052  0.075  0.119  0.052  0.075  0.120  0.118 


LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  UPB  ID:  HAT92A 


05  Jan  1994 


O.S.  Army  Corps  of  Engineers 

PROJECT  CB0243;  CB  BLDG  024,  ECO  13  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 


TIME  13:49:06 


TABLE  OF  CONTENTS 


CONTENTS  PAGE  1 


SUHKARY  REPORTS  SUMMARY  PAGE 

PROJECT  OWNER  SUMMARY  -  LEVEL  1 . . . 1 

PROJECT  DIRECT  SUMMARY  -  LEVEL  1 . 2 

CONTRACTOR  INDIRECT  SUMMARY . . . 3 


DETAILED 


ESTIMATE 


DETAIL  PAGE 


01.  Contract 


1 


No  Backup  Reports... 


i  i  i  END  TABLE  OF  CONTENTS  *  *  * 


Wed  05  Jan  1994 


TIKE  13:49:06 


O.S.  Army  Corps  of  Engineers 

PROJECT  CB0243:  CB  BLDG  024,  ECO  |3  -  ESOS  Carlisle  Barracks 

INTERIM  SUBMISSION  SUMMARY  PAGE  1 

a  PROJECT  OWNER  SUMMARY  -  LEVEL  1  it 


QUANTITY  UOH 

CONTRACT 

ESCALATN 

CONTINGN 

SIOH 

TOTAL  COST  UNIT  COST 

01  Contract 

1.00  EA 

5,626 

0 

281 

0 

5,907  5906.89 

CB  BLDG  024,  ECO  13 

1.00  EA 

5,626 

0 

281 

0 

5,907  5906.89 

LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  HAT92B  UPB  ID:  NAT92A 


'iJed  05  Jan  1994 


IIHE  13:49:06 


O.S.  Arty  Corps  of  Engineers 

PROJECT  CB0243:  CB  BLDG  024,  ECO  13  -  ESOS  Carlisle  Barracks 

INTERIM  SDBMISSION  SDHMARY  PAGE  2 

a  PROJECT  DIRECT  SUMMARY  -  LEVEL  1  a 


01  Contract 

CB  BLDG  024,  ECO  13 
OVERHEAD 

SUBTOTAL 
HOME  OFC 

SUBTOTAL 

PROFIT. 

SUBTOTAL 

BOND 

TOTAL  IHCL  INDIRECTS 
CONTNGENCY 

TOTAL  IHCL  ONNSR  COSTS 


QUANTITY  UOM 

mm 

1.00  EA 

112 

1.00  EA 

112 

LABOR  EQUIPMNT  MATERIAL 

3,990  29  376 

3,990  29  376 


OTHER  TOTAL  COST  UNIT  COST 


0  4,395  4394.79 


0  4,395  4394.79 

220 


4,615 

461 


5,076 

439 


5,515 

110 


5,626 

231 


5,907 


LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  UPB  ID:  NAT92A 


'«’ed  05  Jan  1994 


TIME  13:49:06 


U.S.  Any  Corps  of  Engineers 

PROJECT  CB0243:  CB  BLDG  024,  ECO  13  -  ESOS  Carlisle  Barracks 

INTERIM  SUBMISSION  SUMMARY  PAGE  3 

H  CONTRACTOR  INDIRECT  SUMMARY  ** 


GC  General  Contractor 


DIRECT 

OVERHEAD 

HOME  OFC 

PROFIT 

BOND 

TOTAL  COST  UNIT  COST 

4,395 

220 

461 

439 

110 

5,626  5625.61 

LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  UPB  ID:  HAT92A 


Wed  05  Jan  1994 


TIME  13:49:06 


O.S.  Amy  Corps  of  Engineers 

PROJECT  CB0243:  CB  BLDG  024,  ECO  13  -  ESOS  Carlisle  Barracks 

INTERIM  SUBMISSION  DETAIL  PAGE  1 

01.  Contract 


QUANTY  DOM  CREW  ID  MANHRS  LABOR  EQUIPHNT  MATERIAL  OTHER  TOTAL  COST 


Contract 


Polyurethane  Cipd,l/4*rl/4'’ Joint 

4.65 

166.39 

1.03 

9.54 

0.00 

176.96 

on  Ext.  Doors  «  Windows 

17.86  CLF  ARFCA 

83 

2,972 

18 

170 

0 

3,161 

Ktl  Weatherstrip  w/Neoprene  Bulb 

0.07 

2.62 

0.03 

0.66 

0.00 

3.31 

For  Head  and  Jamb 

251.00  LF 

ACARB 

18 

658 

7 

165 

0 

830 

Htl  Weatherstrip  for  Door  Bottoi 

0.21 

7.50 

0.08 

0.85 

0.00 

8.42 

Surface  Mounted  w/Vinyl  Bulb 

48.00  LF 

ACARB 

10 

360 

4 

41 

0 

404 

Bulb 

Contract 

112 

3,990 

29 

376 

0 

4,395 

CB  BLDG  024,  ECO  f3 

112 

3,990 

29 

376 

0 

4,395 

DETAILED  ESTIMATE 


LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  DPB  ID:  NAT92A 


iied  05  Jan  1994 


ERROR  REPORT 


O.S.  Army  Corps  of  Engineers 

PROJECT  CB0243:  CB  BLDG  024,  ECO  |3  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 


TIME  13:49:06 


ERROR  PAGE  1 


No  errors  detected. 


*  i  *  END  OF  ERROR  REPORT  *  *  * 


LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREM  ID:  NAT92B  OPB  ID:  NAT92A 


CARLISLE  BARRACKS  ENERGY  STUDY 
Individui^  Building  Material  Take  Off  Worksheet 


Building  No.  Building  Name;  gg _ 

Date  Prepared:  3  JA^i  ^4  Estimator:  STlcK 


BID  ITEM  dL.  /0&L>  ^0^  UJtf/0O(fiS 


Description  _ 


BXiilbt  S/J\)ALB‘(SMieO 


uiihMS  f>em^-s^tELO  MOoifiS 

^  ///&//  PEfP.f0^mif}/cS  GLAZ^  ^/scQEmS 


IbWL  f(sf  U//fJ00i4S  AiOi^.  _ 


a**/  trl  Olni  iBil _ 


jzer>^(^e  BAfSrr^  G  1 12  BB. 


Dl^.OB  Wil^DOuJS  _ 


D&>L.  g44g _ 


) 


1  L.F.  -  /g> 


/6B  L.f,  rorf)L 


T/lir/l  0/T I/Jif^o^i^s -i 


^TooL  4  AFfSotJ 


mhm 


Unit 

Quantity  Measurement 


933702 


CARLISLE  BARRACKS  ENERGY  STUDY 
Individual  Building  Material  Take  Off  Worksheet 


Building  No.  Z  S  Building  Name;  'ZS _ 


Date  Prepared:  %  JAN  94  I  Estimator:  il,.STIch  I  Sheet  2  of  ^ 


BID  lTFM-lt^S0L.^i,/O6>L, 


Description 


/!/.  oniooALL  pprrc^ihk 


Unit 

Quantity  Measurement 


azvwu  T&  mrc^  exisrk. 


933702 


CB  BLDG  025,  ECO  12 
ESOS  Carlisle  Barracks 
Contract  No.  DACA65-93-C-0018 
Building  025,  Windows 
Carlisle  Barracks,  PA 


Designed  By;  Benatec  Associates 
Estimated  By:  Benatec  Associates 


Prepared  By:  Benatec  Associates 


Date;  01/05/94 


M  C  A  C  E  S  G  0  L  D  E  D  I  T  I  0  N 
Composer  GOLD  Copyright  (C)  1985,  1988,  1990,  1992 
by  Building  Systems  Design,  Inc. 

Release  5.20J 


iR  ID;  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  UPB  ID:  NAT92A 


Wed  05  Jan  1994 


O.S.  Arty  Corps  of  Engineers 

PSOJECT  CB0252:  CB  BLDG  025,  ECO  12  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 


**  CONTRACTOR  SETTINGS  ** 
AMOUNT  PCT  PCT  S  RISK 


TIME  14:10:56 
SETTINGS  PAGE  1 


DIFF  SIZE  PERIOD  INVEST  ASSIST  SUBCON 


01  General  Contractor 


OVERHEAD 

P 

5.00 

HOME  OFC 

P 

10.00 

PROFIT 

C 

8.65 

0.052  0.075  0.119  0.052  0.075  0.120  0.118 

BOND 

P 

2.00 

LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CRES  ID:  HAT92B  UPB  ID:  NAT92A 


Bed  05  Jan  1994 


TIME  14:10:56 


TABLE  OF  CONTENTS 


No  Backup  Reports... 


O.S.  Army  Corps  of  Engineers 

PROJECT  CB0252:  CB  BLDG  025,  ECO  f2  -  ESOS  Carlisle  Barracks 

INTERIM  SUBMISSION  CONTENTS  PAGE  1 


SUMMARY  REPOSTS  SUMMARY  PAGE 

PROJECT  OMR  SUMMARY  -  LEVEL  1 . . . . . 1 

PROJECT  DIRECT  SUMMARY  -  LEVEL  1 . 2 

CONTRACTOR  INDIRECT  SUMMARY . 3 

DETAILED  ESTI.MATE  DETAIL  PAGE 

01.  Contract . .....1 


*  *  *  END  TABLE  OF  CONTENTS  *  *  * 


M  05  Jan  1994 


TIME  14:10:56 


O.S.  Arty  Corps  of  Engineers 

PROJECT  CB0252:  CB  BLDG  025,  ECO  f2  -  ESOS  Carlisle  Barracks 

IRTERIH  SUBMISSION  SUMMARY  PAGE  1 

**  PROJECT  OKNER  SUMMARY  -  LEVEL  1  ** 


QUANTITY  DOM 

CONTRACT 

ESCALATN 

CONTINGN 

SIOH 

TOTAL  COST  UNIT  COST 

01  Contract 

1.00  EA 

12,147 

0 

607 

0 

12,754  12753.83 

CB  BLDG  025,  ECO  |2 

I. 00  EA 

12,147 

0 

607 

0 

12,754  12753.83 

LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  HAT92B  UPB  ID:  NAT92A 


Med  05  Jan  1994 


TIME  14:10:56 


O.S.  Any  Corps  of  Engineers 

PROJECT  CB0252:  CB  BLDG  025,  ECO  f2  -  ESOS  Carlisle  Barracks 
INTERIM  SDBMISSION 

i*  PROJECT  DIRECT  SDKHARY  -  LEVEL  1  ** 


SDMHARY  PAGE  2 


QUANTITY  UOM 

HANHRS 

LABOR 

EQUIPMNT 

MATERIAL 

OTHER 

TOTAL  COST  UNIT  COST 

01  Contract 

1.00  EA 

149 

3,666 

47 

5,776 

0 

9,489  9488.98 

CB  BLDG  025,  ECO  |2 

1.00  EA 

149 

3,666 

47 

5,776 

0 

9,489  9488.98 

OVERHEAD 

SUBTOTAL 
HOME  OFC 

SUBTOTAL 

PROFIT. 

SUBTOTAL 


TOTAL  IHCL  INDIRECTS 
COKTKGENCY 

TOTAL  INCL  OMNER  COSTS 


474 


9,963 

996 


10,960 

949 


11,908 

238 


12,147 

607 


12,754 


LABOR  ID:  R01_92  EQUIP  ID:  RG0192  Currency  in  DOLLARS  CREM  ID:  NAT92B  UPB  ID:  NAT92A 


Wed  05  Jan  1994 


TIME  14:10:56 


GC  General  Contractor 


U.S.  Any  Corps  of  Engineers 

PROJECT  CB0252:  CB  BLDG  025,  ECO  f2  -  ESOS  Carlisle  Barracks 

INTERIM  SUBMISSION  SUMMARY  PAGE  3 

**  CONTRACTOR  INDIRECT  SUMMARY  a 


DIRECT 

OVERHEAD 

HOME  OFC 

PROFIT 

BOND 

TOTAL  COST  UNIT  COST 

9,489 

474 

996 

949 

238 

12,147  12146.50 

LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  UPB  ID:  NAT92A 


Bed  05  Jan  1994  O.S.  Army  Corps  of  Engineers  TIHE  14:10:56 

PROJECT  CB0252:  CB  BLDG  025,  ECO  12  -  ESOS  Carlisle  Barracks 

ERROR  REPORT  INTERIM  SUBMISSION  ERROR  PAGE  1 


Ho  errors  detected... 


*  *  *  END  OF  ERROR  REPORT  *  *  * 


LABOR  ID:  R01_92  EQDIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  DPB  ID:  NAT92A 


Wed  05  Jan  1934 


TIME  14:10:56 


U.S.  Aray  Corps  of  Engineers 

PROJECT  CB0252:  CB  BLDG  025,  ECO  |2  -  ESOS  Carlisle  Barracks 
DETAILED  ESTIMATE  INTERIM  SUBMISSION  DETAIL  PAGE  1 

01.  Contract 


QUANTY  UOH  CREW  ID 

MANHRS 

LABOR 

EQUIPHNT 

MATERIAL 

OTHER 

TOTAL  COST 

Contract 

Deao  Windows  <  15  SF(1.3K2) 

1.67 

48.29 

0.25 

0.00 

0.00 

48.54 

Wood  or  Metal  Fraaes 

16.00  EA  ULABB 

27 

773 

4 

0 

0 

777 

Dbl,  Hung  2442  Window 

0.59 

21,00 

0.22 

290.44 

0.00 

311.66 

2.09  EA  ACARB 

1 

42 

0 

581 

0 

623 

Dbl,  Hung  2842  Window 

0.59 

21.00 

0.22 

311.64 

0.00 

332.86 

14.00  EA  ACARB 

8 

294 

3 

4,363 

0 

4,660 

Aux.  Casing,  Head  &  Jaabs 

0.25 

0.00 

0.09 

3.71 

0,90 

3.80 

160,00  LF 

40 

0 

14 

594 

0 

608 

Tria  Out  Windows 

0.42 

15.00 

0.15 

11.13 

0.00 

26.28 

16.00  EA  ACARB 

7 

240 

2 

173 

0 

421 

Drywall  Patching 

0.56 

19.95 

0.19 

0.29 

0.00 

20.43 

112.00  SF  ACARA 

63 

2,234 

22 

32 

0 

2,288 

Paint  Int  Plaster-Drywall (Brush) 

0.03 

0.74 

0,01 

0.25 

0.00 

1.00 

^jj^e  Coat  Priaer-Three  Coats  Pnt 

112.00  SF  APTRA 

3 

83 

1 

28 

0 

112 

Contract 

149 

3,666 

47 

5,776 

0 

9,489 

CB  BLDG  025,  ECO  12 

149 

3,666 

47 

5,776 

0 

9,489 

LABOR  ID:  R01J2  EQUIP  ID:  RG0192  Currency  in  DOLLARS  CREW  ID:  HAT92B  UPB  ID:  NAT92A 


933702 


Wed  05  Jan  1991 


D.S.  ArEy  Corps  of  Engineers 

PROJECT  CB0253:  CB  BLDG  025,  ECO  |3  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 


TIME  14:15:23 


TITLE  PAGE  1 


CB  BLDG  025,  ECO  |3 
ESOS  Carlisle  Barracks 
Contract  No.  DACA65-93-C-0018 
Building  025,  Caulk  L  W.S. 
Carlisle  Barracks,  FA 


Designed  By:  Benatec  Associates 
Estiiated  By:  Benatec  Associates 


Prepared  By:  Benatec  Associates 


Date;  01/05/94 


MCACES  GOLD  EDITION 
Cosposer  GOLD  Copyright  (C)  1985,  1988,  1990,  1992 
by  Building  SysteES  Design,  Inc. 


Release  5.20J 


LABOR  ID:  R01_92  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  HAT92B  UPB  ID:  HAT92A 


Wed  05  Jan  1994 


O.S.  Army  Corps  of  Engineers 

PROJECT  CB0253;  CB  BLDG  025,  ECO  13  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 


TIME  14:15:23 


SETTINGS  PAGE  1 


H  CONTRACTOR  SETTINGS  ** 
AMOUNT  PCT  PCT  S  RISK 


DIFF  SIZE  PERIOD  INVEST  ASSIST  SUBCON 


01  General  Contractor 


OVERHEAD 

P 

5.00 

HOME  OFC 

P 

10.00 

PROFIT 

C 

8.65 

0.052  0.075  0.119  0.052  0.075  0.120  0.118 

BOND 

P 

2.00 

LABOR  ID:  R01_92  EQUIP  ID;  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  UPB  ID:  NAT92A 


»ea  05  Jan  1994 


U.S.  Aray  Corps  of  Engineers 

PROJECT  CB0253:  CB  BLDG  025,  ECO  |3  -  ESOS  Carlisle  Barracks 
INTERIM  SDBMISSION 


TIME  14:15:23 


TABLE  OF  CONTENTS 


CONTENTS  PAGE  1 


SUMMARY  REPORTS  SUMMARY  PAGE 

PROJECT  ONNER  SUMMARY  -  LEVEL  1 . 1 

PROJECT  DIRECT  SUMMARY  -  LEVEL  1 . 2 

CONTRACTOR  INDIRECT  SUMMARY . 3 

DETAILED  ESTIMATE  DETAIL  PAGE 

01.  Contract . 1 


No  Backup  Reports... 


*  *  *  END  TABLE  OF  CONTENTS  *  *  * 


Wed  05  Jan  1994 


TIME  14:15:23 


U.S.  Army  Corps  of  Engineers 

PROJECT  CB0253:  CB  BLDG  025,  ECO  |3  -  ESOS  Carlisle  Barracks 


INTERIM  SDBHISSION  SUMMARY  PAGE  1 


m  . 

**  PROJECT  OWNER  SUMMARY  - 

LEVEL  1  H 

w 

QUANTITY  UOH 

CONTRACT 

ESCALATN 

CONTINGN 

SIOH 

TOTAL  COST  UNIT  COST 

01 

Contract 

1.00  EA 

793 

0 

40 

0 

833  832.68 

CB  BLDG  025,  ECO  |3 

1.00  EA 

793 

0 

40 

0 

833  832.68 

LABOR  ID:  R01_92  EQOIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  UPB  ID:  HAT92A 


M  05  Oan  1994 


TIHE  14:15:23 


0,S.  irniy  Corps  of  Engineers 

PROJECT  CB9253:  CB  BLDG  025,  ECO  |3  -  ESOS  Carlisle  Barraclrs 

INTERIM  SUBMISSION  SUMMARY  PAGE  2 

a  PROJECT  DIRECT  SUMMARY  -  LEVEL  1  ** 


QUANTITY  UOM  HANHRS 


01  Contract  1.00  EA  16 


CB  BLDG  025,  ECO  13  1.00  EA  16 

OVERHEAD 

SUBTOTAL 
HOME  OFC 

SUBTOTAL 

PROFIT. 

SUBTOTAL 

BOND 

TOTAL  INCL  INDIRECTS 
CONTNGENCY 

TOTAL  INCL  OWNER  COSTS 


LABOR  EQUIPMNT  MATERIAL  OTHER  TOTAL  COST  UNIT  COST 


563  4  52  0  620  619.52 


563  4  52  0  620  619.52 

31 


650 

65 


716 

62 


777 

16 


793 

40 


833 


LABOR  ID:  RD1_92  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  UPB  ID:  NAT92A 


Sed  05  Jan  1994 


TIME  14:15:23 


H.S,  Any  Corps  of  Engineers 

PROJECT  CB0253:  CB  BLDG  025,  ECO  |3  -  ESOS  Carlisle  Barracks 

INTERIM  SUBMISSION  SUMMARY  PAGE  3 

H  CONTRACTOR  INDIRECT  SUMMARY  a 


DIRECT  OVERHEAD  HOME  OFC  PROFIT  BOND  TOTAL  COST  UNIT  COST 


GC  General  Contractor  620  31  65  62  16  793  793.03 


LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  HAT92B  OPB  ID:  NAT92A 


Wed  05  JaE  1994 


TIME  14:15:23 


O.S.  Amy  Corps  of  Engineers 

PROJECT  CB0253:  CB  BLDG  025,  ECO  13  -  ESOS  Carlisle  Barracks 
DETAILED  ESTIMATE  INTERIM  SUBMISSION  DETAIL  PAGE  1 

01.  Contract 


W . 

QUANTY  UOM  CREW  ID 

MANHRS 

LABOR 

EQUIPHKT 

MATERIAL 

OTHER 

TOTAL  COST 

Contract 

Polyurethane  Cmpd,  l/'4*rl/4"Joint 

4.65 

166.39 

1.03 

9.54 

0.00 

176.96 

on  Ext.  Doors  A  Windows 

2.58  CLF  ARFCA 

12 

429 

3 

25 

0 

457 

Mtl  Weatherstrip  w/Keoprene  Bulb 

0.07 

2.62 

0.03 

0.66 

0.00 

3.31 

For  Head  and  Jaub 

34.00  LF  ACARB 

3 

89 

1 

22 

0 

112 

Mtl  Weatherstrip  for  Door  Bottom 

0.21 

7.50 

0.08 

0.85 

0.00 

8.42 

Surface  Mounted  w/Vinyl  Bulb 

Bulb 

6.00  LF  ACARB 

1 

45 

0 

5 

0 

51 

Contract 

16 

563 

4 

52 

0 

620 

CB  BLDG  025,  ECO  t3 

16 

563 

4 

52 

0 

620 

LABOR  ID:  RD1J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  UPB  ID:  NAT92A 


Ked  05  Jan  1994 


O.S.  Arty  Corps  of  Engineers 

PROJECT  CB0253:  CB  BLDG  025,  ECO  13  -  ESOS  Carlisle  Barracks 
INTERIM  SDBMISSIOH 


TIME  14:15:23 


ERROR  REPORT 


ERROR  PAGE  1 


So  errors  detected... 


i  i  i 


END  OF  ERROR  REPORT 


i  i  * 


LABOR  ID:  R01_92  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  HAT92B  DPB  ID:  NAT92A 


933702 


933702 


Hon  10  Jan  1994 


O.S.  Aray  Corps  of  Engineers 

PROJECT  CB0281:  CB  BLDG  028,  ECO  #1  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 


TIME  14:44:02 


TITLE  PAGE  1 


CB  BLDG  028,  ECO  fl 
ESOS  Carlisle  Barracks 
Contract  No.  DACA65-93-C-0018 
Building  028, Wall  &  Roof  Insul. 
Carlisle  Barracks,  PA 


Designed  By:  Benatec  Associates 
Estiaated  By:  Benatec  Associates 


Prepared  By: 


Benatec  Associates 


Date:  01/10/94 


HCACES  GOLD  EDITION 
Coaposer  GOLD  Copyright  {C)  1985,  1988,  1990,  1992 


by 


Building  Systems  Design,  Inc. 
Release  5.20J 


LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  HAT92B  UPB  ID:  NAT92A 


Mod  10  Jan  1994 


O.S.  Any  Corps  of  Engineers 

PSOJECT  CB0281:  CB  BLDG  028,  ECO  #1  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 


TIME  14:44:02 


SETTINGS  PAGE  1 


a  CONTRACTOR  SETTINGS  ** 


AMOUNT  PC!  PCT  S  RISK  DIFF  SIZE  PERIOD  INVEST  ASSIST  SUBCON 


01  General  Contractor 


OVERHEAD  S  5.00 
HOME  OFC  P  10.00 
PROFIT  S  8.66 
BOND  P  2.00 

02  Electrical  Contractor 

OVERHEAD  P  5.00 
HOME  OFC  P  10.00 
PROFIT  C  8.66 
BOND  P  2.00 


5.00 

5.00 


0.052  0.075  0.119  0.052  0.075  0.120  0.118 


LABOR  ID:  R01_92  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREN  ID:  NAT92B  UPB  ID:  NAT92A 


Hon  10  Jan  1994 


D.S.  Aray  Corps  of  Engineers 

PROJECT  CB0281.'  CB  BLDG  028,  ECO  |1  -  ESOS  Carlisle  Barracks 
IHTERIH  SUBMISSION 


TIME  14;44:02 


TABLE  OF  CONTESTS 


CONTENTS  PAGE  1 


SUMMARY  REPORTS  SUMMARY  PAGE 

PROJECT  OKNER  SUMMARY  ■  LEVEL  1 . 1 

PROJECT  DIRECT  SUMMARY  -  LEVEL  1 . 2 

CONTRACTOR  INDIRECT  SUMMARY . 3 

DETAILED  ESTIMATE  DETAIL  PAGE 

01.  Contract . 1 


Ho  Backup  Reports... 


*  *  *  END  TABLE  OF  CONTENTS  *  *  * 


Bon  10  Jan  1994 


TIBE  14:44:02 


O.S.  Amy  Corps  of  Engineers 

PROJECT  CB0281:  CB  BLDG  028,  ECO  |1  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 

**  PROJECT  OBNER  SUMMARY  -  LEVEL  1  ** 


SUMMARY  PAGE  1 


QUANTITY  UOB 

CONTRACT 

ESCALATN 

CONTINGN 

SIOE 

TOTAL  COST  UNIT  COST 

01  Contract 

1.00  EA 

13,197 

0 

660 

0 

13,857  13856.88 

CB  BLDG  028,  ECO  fl 

1.00  EA 

13,197 

0 

660 

0 

13,857  13856.88 

# 


LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREB  ID:  NAT92B  UPB  ID:  NAT92A 


Moo  10  Jan  1994 


TIME  14:44:02 


O.S.  Any  Corps  of  Engineers 

PROJECT  CB0281:  CB  BLDG  028,  ECO  #1  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 

**  PROJECT  DIRECT  SUMMARY  -  LEVEL  1  ** 


SUMMARY  PAGE  2 


MAHERS 

EQUIPMNT 

MATERIAL 

OTHER 

TOTAL  COST  UNIT  COST 

1.00  EA 

197 

6,319 

82 

3,909 

0 

10,309  10309.19 

1.00  EA 

197 

6,319 

82 

3,909 

0 

10,309  10309.19 

01  Contract 

CB  BLDG  028,  ECO 
OVERHEAD 

SUBTOTAL 
HOME  OFC 

SUBTOTAL 

PROFIT 

SUBTOTAL 


TOTAL  INCL  INDIRECTS 
COHTNGENCY 

TOTAL  INCL  OWNER  COSTS 


10,825 

1,082 


12,938 

259 


13,197 

660 


13,857 


LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  HAT92B  UPB  ID:  NAT92A 


Hon  10  Jan  1994 


TIME  14:44:02 


D.S.  Any  Corps  of  Engineers 

PROJECT  CB0281:  CB  BLDG  028,  ECO  jfl  -  ESOS  Carlisle  Barracks 

IHTERIM  SDBHISSION  SDMHARY  PAGE  3 


A 

**  CONTRACTOR  INDIRECT  SDMMARY  ** 

W- . 

DIRECT 

OVERHEAD 

HOME  OFC 

PROFIT 

BOND 

TOTAL  COST  UNIT  COST 

GC  General  Contractor 

10,046 

502 

1,055 

1,005 

252 

12,860 

12860.23 

EL  Electrical  Contractor 

263 

13 

28 

26 

7 

337 

336.80 

LABOR  ID:  R01_92  EQDIP  ID:  RG0192 


Currency  in  DOLLARS 


CREB  ID:  HAT92B  DPB  ID:  NAT92A 


Hod  10  Jao  1994 


TIME  14:44:02 


D.S.  Army  Corps  of  Engineers 

PROJECT  CB0281:  CB  BLDG  028,  ECO  }!  -  ESOS  Carlisle  Barracks 
DETAILED  ESTIMATE  INTERIM  SDBMISSION  DETAIL  PAGE  1 

01.  Contract 


QDANTY  BOM  CREW  ID 

MAHHRS 

LABOR 

EQDIPMNT 

MATERIAL 

OTHER 

TOTAL  COST 

Contract 

Removal  &  Resetting  of  Millwork 

0.03 

0.95 

0.01 

0.00 

0.00 

0.96 

856.00  LF  DLABF 

28 

813 

6 

0 

0 

819 

Sills  8  Plates, 2x4  So  Yel  Pine 

0.02 

0.80 

0.02 

0.24 

0.00 

1.06 

347.00  BF  ACARD 

8 

278 

7 

85 

0 

369 

JamD  Extensions 

0.03 

0.79 

O.OI 

0.42 

0.00 

1.22 

520.00  LF  DLABF 

14 

411 

3 

220 

0 

634 

2"  Polyiso.,R14.3  Rigid  Instil. 

0.01 

0.26 

0.00 

0.90 

0.00 

1.16 

2244.00  SF  ACARA 

16 

583 

6 

2,022 

0 

2,611 

Blown-in  Cell.  Instil.  4*,R11.0 

0.00 

0.09 

0.01 

0.13 

0.00 

0.23 

1362.00  SF  AASBD 

4 

123 

19 

173 

0 

315 

1/2'  Drywall.One  Layer,  One  Face 

0.02 

0.69 

0.01 

0.21 

0.00 

0.91 

On  Metal  Studs  or  Furring,  (Ilium)  2244.00  SF  ACARB 

25 

900 

9 

414 

0 

2,040 

For  Taping,  Spackling,  And 

18 

648 

7 

62 

^fttd  2'  1  Furring,  Galv. 

2.09 

74.50 

0.72 

28.09 

0.00 

103.31 

W 

14.88  CLF  ACARA 

31 

1,109 

11 

418 

0 

1,537 

Interior  Roller  Work 

0.01 

0.29 

0.00 

0.19 

0.00 

0.48 

One  Coat  Primer-Two  Coats  Paint 

2244.00  SF  APTRA 

24 

644 

7 

428 

0 

1,079 

Paint  Int  Hd  Trit,lPrime,2Paint 

0.04 

1.14 

0.01 

0.08 

0.00 

1.23 

Enamel  Primer, Alkyd  or  Latex  Pnt 

520.00  LF  APTRA 

22 

590 

7 

44 

0 

641 

Electrical  Work  on  Outlets  8 

0.28 

11.00 

0.04 

2.12 

0.00 

13.16 

Switches 

20.00  EA  EELEB 

6 

220 

1 

42 

0 

263 

Contract 

197 

6,319 

82 

3,909 

0 

10,309 

CB  BLDG  028,  ECO  jfl 

197 

6,319 

82 

3,909 

0 

10,309 

LABOR  ID:  ROl  92 


EQDIP  ID:  RG0192 


Currency  in  DOLLARS 


CRE»  ID:  NAT92B  DPB  ID:  NAT92A 


Hod  10  Jan  1994 


ERROR  REPORT 


D.S.  Any  Corps  of  Engineers 

PROJECT  CB0281;  CB  BLDG  028,  ECO  fl  -  ESOS  Carlisle  Barracks 
INTERIM  SDBHISSION 


TIME  14:44:02 


ERROR  PAGE  1 


No  errors  detected. 


*  *  *  END  OF  ERROR  REPORT  *  *  * 


LABOR  ID:  R01_92  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  UPB  ID:  NAT92A 


CARLISLE)  BAkRACKS  ENERGY  STUDY 
individual  Building  Material  Take  Off  Worksheet 


Building  No.  Building  Name:  _ 


Date  Prepared:  Estimator:  S7?Cl^ _ Sheet  3  ot*  3 


BID  ITEM  -  mfftrfi5^2smipM(a/cmil<ii^^ 


Description 


Quantity 


Unit 

Measurement 


0\t  01  07120  not  Poty(J(2BrMA^B _ _ 


caOIM^  oP  Byrf.  P00(2$  4 5. 20 


30  ioo(p 


mf^rfis^zsTfzip  mop/zei^B _ 


OtJ  BXX.  POO^JMB 


ibo  1001  WBprPeesTRip  _ 


poo^  B>oTTor^s 


933702 


Hon  10  Jan  1994 


U.S.  Amy  Corps  of  Engineers 

PROJECT  CB0283:  CB  BLDG  028,  ECO  13  -  ESOS  Carlisle  Barracks 
INTERIM  SUBHISSIOH 


TIME  14:48:20 


TITLE  PAGE  1 


CB  BLDG  028,  ECO  f3 
ESOS  Carlisle  Barracks 
Contract  No.  DACA65-93-C-0018 
Bnilding  028,  Caulk  8  W.S. 
Carlisle  Barracks,  PA 


Designed  By:  Benatec  Associates 
Estiiated  By:  Benatec  Associates 


Prepared  By: 


Benatec  Associates 


Date:  01/10/94 


MCACES  GOLD  EDITI 
Composer  GOLD  Copyright  (C)  1985,  1988, 
by  Bnilding  Systems  Design,  Inc 
Release  5.20J 


0  N 

1990,  1992 


LABOR  ID:  R01_92  EQDIP  ID:  RG0192 


Currency  in  DOLLARS 


CRE»  ID:  RAT92B  DPB  ID:  NAT92A 


Hon  10  Jan  1994 


U.S.  Aray  Corps  of  Engineers 

PROJECT  CB0283:  CB  BLDG  028,  ECO  #3  -  ESOS  Carlisle  Barracks 
INTERIM  SDBMISSIOH 


TIME  14:48:20 


SETTINGS  PAGE  1 


**  CONTRACTOR  SETTINGS  ** 


AMOUNT  PCT  PCT  S  RISK  DIFF  SIZE  PERIOD  INVEST  ASSIST  SUBCON 


01  General  Contractor 


OVERHEAD 

P 

5.00 

HOME  OFC 

P 

10.00 

PROFIT 

C 

8.65 

0.052  0.075  0.119  0.052  0.075  0.120  0.118 

BOND 

P 

2.00 

LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  UPB  ID:  NAT92A 


Hon  10  Jan  1994 


U.S.  Any  Corps  of  Engineers 

PROJECT  CB0283:  CB  BLDG  028,  ECO  |3  -  ESOS  Carlisle  Barracks 
IRTERIH  SDBHISSION 


TIME  14:48:20 


TABLE  OF  CONTENTS 


CONTENTS  PAGE  1 


SBKHARY  REPORTS  SDHHARY  PAGE 

PROJECT  OWNER  SDHHARY  -  LEVEL  1 . 1 

PROJECT  DIRECT  SDHHARY  -  LEVEL  1 . . . 2 

CONTRACTOR  INDIRECT  SDHHARY . 3 


DETAILED  ESTIHATE  DETAIL  PAGE 

01.  Contract . . . 1 


No  Backup  Reports... 


*  *  *  END  TABLE  OF  CONTENTS 


i  i  i 


Mon  10  Jan  1994 


TIME  14:48:20 


D.S.  Any  Corps  of  Engineers 

PROJECT  CB0283:  CB  BLDG  028,  ECO  f3  -  ESOS  Carlisle  Barracks 


INTERIM  SUBMISSION  SUMMARY  PAGE  1 

**  PROJECT  OWNER  SUMMARY  •  LEVEL  1  ** 


OUANTITY  UOM  CONTRACT  ESCALAIN  CONTINGN  SIOH  TOTAL  COST  UNIT  COST 


01  Contract  1.00  EA  1,491  0  75  0  1,565  1565.36 

CB  BLDG  028,  ECO  S3  1.00  EA  1,491  0  75  0  1,565  1565.36 


LABOR  ID:  R01J2  EQUIP  ID:  RG0192  Currency  in  DOLLARS  CREW  ID:  NAT92B  UPB  ID:  NAT92A 


Mon  10  Jan  1994 


TIME  14:48:20 


D.S.  Amy  Corps  of  Engineers 

PROJECT  CB0283:  CB  BLDG  028,  ECO  #3  -  ESOS  Carlisle  Barracks 

INTERIM  SDBMISSION  SUMMARY  PAGE  2 

*1  PROJECT  DIRECT  SDMHARY  -  LEVEL  1  i* 


ODAHTITY  UOM  MANHRS 


01  Contract  1.00  EA  30 


CB  BLDG  028,  ECO  It3  1.00  EA  30 

OVERHEAD 

SDBTOTAL 
HOME  OFC 

SDBTOTAL 

PROFIT 

SDBTOTAL 

BOND 

TOTAL  INCL  INDIRECTS 
CONTNGENCY 

TOTAL  INCL  OHNER  COSTS 


LABOR  EODIPMNT  MATERIAL  OTHER  TOTAL  COST  DHIT  COST 


1,066  7  91  0  1,165  1164.64 


1,066  7  91  0  1,165  1164.64 

58 


1,223 

122 


1,345 

116 


1,462 

29 


1,491 

75 


1,565 


LABOR  ID:  R01J2  EODIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  HAT92B  DPB  ID:  HAT92A 


Hob  10  Jan  1994 


TIME  14:48:20 


D.S.  Army  Corps  of  Engineers 

PROJECT  CB0283:  CB  BLDG  028,  ECO  #3  -  ESOS  Carlisle  Barracks 

INTERIM  SUBMISSION  SUMMARY  PAGE  3 

ti  CONTRACTOR  INDIRECT  SUMMARY  ** 


GC  General  Contractor 


DIRECT 

OVERHEAD 

HOME  OFC 

PROFIT 

BOND 

TOTAL  COST  UNIT  COST 

1,165 

58 

122 

116 

29 

1,491  1490.82 

LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREB  ID:  NAT92B  UPB  ID:  HAT92A 


Hon  10  Jan  1994 


TIHE  14:48:20 


O.S.  Arny  Corps  of  Engineers 

PROJECT  CB0283:  CB  BLDG  028,  ECO  #3  -  ESOS  Carlisle  Barracks 


DETAILED  ESTIMATE 

0  . 

INTERIM  SUBMISSION 
01.  Contract 

DETAIL  PAGE  1 

ODANTY  DOM  CREW  ID 

HANHRS 

LABOR 

EODIPMNT 

MATERIAL 

OTHER 

TOTAL  COST 

Contract 

Polyurethane  Cnipd,l/4'il/4' Joint 

4.65 

166.39 

1.03 

9.54 

0.00 

176.96 

on  Ezt.  Doors  k  Windows 

5.20  CLF  ARFCA 

24 

865 

5 

50 

0 

920 

Htl  Weatherstrip  w/Neoprene  Bulb 

0.07 

2.62 

0.03 

0.66 

0.00 

3.31 

For  Bead  and  Jamb 

51.00  LF  ACARB 

4 

134 

1 

34 

0 

169 

Htl  Weatherstrip  for  Door  Bottom 

0.21 

7.50 

0.08 

0.85 

0.00 

8.42 

Surface  Mounted  »/Vinyl  Bulb 

9.00  LF  ACARB 

2 

67 

1 

8 

0 

76 

Bulb 

Contract 

30 

1,066 

7 

91 

0 

1,165 

CB  BLDG  028,  ECO  #3 

30 

1,066 

7 

91 

0 

1,165 

LABOR  ID:  R01J2  EQDIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  HAT92B  OPB  ID:  NAT92A 


Mon  10  Jan  1994 


U.S.  irfi7  Corps  of  Engineers 

PROJECT  CB0283:  CB  BLDG  028,  ECO  #3  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 


TIME  14:48:20 


ERROR  REPORT 


ERROR  PAGE  1 


No  errors  detected.,. 


*  *  *  END  OF  ERROR  REPORT  *  *  * 


LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B 


UPB  ID:  NAT92A 


Building  032 
Architectural  Estimate 


CARLISLE  B ARRACKS  ENERGY  STUDY 
/Individual  Building  Material  Take  Off  Worksheet _ 


Building  No.  _  ]  Building  Name;  ^“2. _ 

Date  Prepared:  B  JAfJ'94  I  Estimator:  14.  STfCfe  I  /  "f  I 


BID  ITEM  - 


Description  _ 


01  01^20  1101 


CA0LN2f  OP  Bcr,  CGO/SS 


o\tot  o&rno  1000) 


&OLB  Ot^  BXT*  PQO^  JAMB> 


Quantity 


'bM 


Unit 

Measurement 


oitos  osno  icol  wepTf^efssf^ip 


P0O2.  ^TTofAS 


933702 


Med  05  Jan  1994 


O.S.  Aray  Corps  of  Engineers 

PROJECT  CB0323:  CB  BLDG  032,  ECO  |3  -  ESOS  Carlisle  Barracks 
IKTERIK  SUBMISSION 


TIME  14:27:46 


TITLE  PAGE  1 


CB  BLDG  032,  ECO  f3 
ESOS  Carlisle  Barracks 
Contract  Ho.  DACA65-93-C-0018 
Building  032,  Caulk  &  M.S. 
Carlisle  Barracks,  PA 


Designed  By:  Benatec  Associates 
Estimated  By:  Benatec  Associates 


Prepared  By:  Benatec  Associates 


Date:  01/05/94 


M  C  A  C  E  S  GOLD  EDITION 
Composer  GOLD  Copyright  (C)  1985,  1988,  1990,  1992 
by  Building  Systems  Design,  Inc. 

Release  5.20J 


LABOR  ID:  R01_92  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  HAT92B  DPB  ID:  NAT92A 


iiled  05  Jan  1994 


O.S.  Amy  Corps  of  Engineers 

PROJECT  CB0323;  CB  BLDG  032,  ECO  |3  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 


TIME  14:27:46 
SETTINGS  PAGE  1 

**  CONTRACTOR  SETTINGS  ** 

AHOONT  PCT  PCT  S  RISK  DIFF  SIZE  PERIOD  INVEST  ASSIST  SDBCON 


01  General  Contractor 


OVERHEAD 

P 

5.00 

HOME  OFC 

P 

10.00 

PROFIT 

C 

8.65 

0.052  0.075  0.119  0.052  0.075  0.120  0.118 

BOND 

P 

2.00 

LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  OPB  ID:  NAT92A 


Wed  05  Jan  1994 


O.S.  Amy  Corps  of  Engineers 

PROJECT  CB0323:  CB  BLDG  032,  ECO  |3  -  ESOS  Carlisle  Barracks 
INTERIM  SOBMISSIOK 


TIME  14:27:46 


TABLE  OF  CONTENTS 


CONTENTS  PAGE  1 


SBKMARY  REPORTS 


SUMMARY  PAGE 


PROJECT  OPER  SDHMARY  -  LEVEL  1 . 1 

PROJECT  DIRECT  SUMMARY  -  LEVEL  1 . . . 2 

CONTRACTOR  INDIRECT  SUMMARY . 3 


DETAILED  ESTIMATE  DETAIL  PAGE 

01.  Contract . 1 


No  Backup  Reports. .. 


i  i  i 


END  TABLE  OF  CONTENTS  *  *  * 


Sed  05  Jan  1994 


TIME  14:27:46 


O.S.  Army  Corps  of  Engineers 

PROJECT  CBI)323:  CB  BLDG  032,  ECO  13  -  ESOS  Carlisle  Barracks 

INTERIM  SUBMISSION  SUMMARY  PAGE  1 

**  PROJECT  OWNER  SUMMARY  -  LEVEL  1  a 


QUANTITY  DOM 

CONTRACT 

ESCALATN 

CONTIHGH 

SIOH 

TOTAL  COST  UNIT  COST 

01  Contract 

1.00  EA 

1,043 

0 

52 

0 

1,095 

1094.73 

CB  BLDG  032,  ECO  |3 

1.00  EA 

1,043 

0 

52 

0 

1,095 

1094.73 

LABOR  ID:  R01_92  EQUIP  ID;  RG0192 


Currency  in  DOLLARS 


CREW  ID:  HAT92B  UPB  ID;  NAT92A 


Heel  05  Jan  1994 


TIME  14:27:46 


U.S.  Army  Corps  of  Engineers 

PROJECT  CB0323:  CB  BLDG  032,  ECO  |3  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 

**  PROJECT  DIRECT  SUMMARY  -  LEVEL  1  ** 


SUMMARY  PAGE  2 


QUANTITY  DOM 

HANHRS 

LABOR 

EQDIPHNT 

MATERIAL 

OTHER 

TOTAL  COST  UNIT  COST 

01  Contract 

1.00  EA 

21 

738 

5 

71 

0 

814  814.49 

CB  BLDG  032,  ECO  #3 

1.00  EA 

21 

738 

5 

71 

0 

814  814.49 

OVERHEAD 

SUBTOTAL 
HOKE  OFC 

SUBTOTAL 

PROFIT 

SUBTOTAL 

BOND 

TOTAL  INCL  INDIRECTS 
CONTNGENCY 

TOTAL  INCL  OHNER  COSTS 


41 


855 

86 


941 

81 


1,022 

20 


1,043 

52 


1,095 


LABOR  ID:  R01J2  EQUIP  ID:  RG0192  Currency  in  DOLLARS  CREW  ID:  NAT92B  UPB  ID:  HAT92A 


Wed  05  Jan  1994 


TIME  14:27:46 


D.S.  Army  Cofps  of  Engineers 

PROJECT  CB0323:  CB  BLDG  032,  ECO  13  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 
**  CONTRACTOR  INDIRECT  SUMMARY  ** 


SUMMARY  PAGE  3 


DIRECT  OVERHEAD  HOME  OFC  PROFIT  BOND  TOTAL  COST  UNIT  COST 


GC  General  Contractor 


814 


41 


86 


81 


20 


1,043  1042.60 


LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  OPB  ID:  NAT92A 


Hed  05  Jan  1934 


TIME  14:27:46 


U.S.  Arty  Corps  of  Engineers 

PROJECT  CB0323:  CB  BLDG  032,  ECO  f3  -  ESOS  Carlisle  Barracks 


DETAILED  ESTIMATE 

• . 

INTERIM  SUBMISSION 

01.  Contract 

DETAIL  PAGE  1 

QDANTY  DOM  CREW  ID 

HANHRS 

LABOR 

EQDIPHNT 

MATERIAL 

OTHER 

TOTAL  COST 

Contract 

Polyurethane  Cipd,]/4“xl/4'Joint 

4.65 

166.39 

1.03 

9.54 

0.00 

176.96 

on  Ext.  Doors  a  Windows 

3.24  CLF  ARFCA 

15 

539 

3 

31 

0 

573 

Ktl  Weatherstrip  w/Neoprene  Bulb 

0.07 

2.62 

0.03 

0.66 

0.00 

3.31 

For  Head  and  Jamb 

50.00  LF  ACARB 

4 

131 

1 

33 

0 

165 

Mtl  Weatherstrip  for  Door  Bottom 

0.21 

7.50 

0.08 

0.85 

0.00 

8.42 

Surface  Mounted  w/Vinyl  Bulb 

9.00  IF  ACARB 

2 

67 

1 

8 

0 

76 

Bulb 

Contract 

21 

738 

5 

71 

0 

814 

CB  BLDG  032,  ECO  |3 

21 

738 

5 

71 

0 

814 

LABOR  ID:  R01_92  EQDIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  HAT92B  DPB  ID:  )IAT92A 


Bed  05  Jan  1994  O.S,  Army  Corps  of  Engineers 

PROJECT  CB0323:  CB  BLDG  032,  ECO  f3  -  ESOS  Carlisle  Barracks 
ERROR  REPORT  INTERIM  SOBMISSIOH 


No  errors  detected... 


i  i  i 


END  OF  ERROR  REPORT 


ill 


TIME  14:27:46 
ERROR  PAGE  1 


LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B 


UPB  ID:  NAT92A 


CARLISLE  BARRACKS  ENERGY  STUDY 
i  Individual  Building  Material  Take  Off  Worksheet _ _ 


Building  No.  Building  Name;  33 _ 

Date  Prepared:  5  JAN.  94  Estimator:  K,  ^IC(^  Sheet  /  of  j _ 


BID  ITKM  -  /cavLI^i^^ 


Description  _ 


pii4 cn  07^20  110/  poL9t>f^rf)Ai^B' _ 


c^0W6i  OP  SXX  VOOgsii^lajOO^ 


.  O&ldO  ///STMl^S  MPT. 


lepTtkPSTfiiP  '^/  iJeopPB^ 


Ot^  BKC  VQO^  yJMB  4 


M  OS  OB730  /0O7  uDBfTftiepSTUi 


Quantity 


Unit 

Measurement 


C^L.,p. 


933702 


lied  05  Jan  1994  O.S.  Amy  Corps  of  Engineers 

PROJECT  CB0333:  CB  BLDG  033,  ECO  13  -  ESOS  Carlisle  Barracks 
INTERIM  SOBMISSIOH 


CB  BLDG  033,  ECO  |3 
ESOS  Carlisle  Barracks 
Contract  No.  DACA65-93-C-0018 
Building  033,  Caulk  &  W.S. 
Carlisle  Barracks,  FA 


Designed  By:  Benatec  Associates 
Estimated  By:  Benatec  Associates 


Prepared  By: 


Benatec  Associates 


Date:  01/05/94 


M  C  A  C  E  S  GOLD  EDITION 
Composer  GOLD  Copyright  (C)  1985,  1988,  1990,  1992 
by  Building  Systems  Design,  Inc. 

Release  5.20J 


LABOR  ID:  R01J2  EQUIP  ID:  RG0I92  Currency  in  DOLLARS  CREW  ID:  NAT92B 


TIME  14:35:20 
TITLE  PAGE  1 


UPB  ID:  NAT92A 


Ked  05  Jan  1994 


O.S.  Army  Corps  of  Engineers 

PROJECT  CB0333:  CB  BLDG  033,  ECO  |3  -  ESOS  Carlisle  Barracks 
INTERIM  SDBMISSION 


TIME  14:35:20 


SETTINGS  PAGE  1 


H  CONTRACTOR  SETTINGS  a 

AMOUNT  PCT  PCT  S  RISK  DIFF  SIZE  PERIOD  INVEST  ASSIST  SDBCON 


01  General  Contractor 

5.00 

10.00 

8.65  0.052  0.075  0.119  0.052  0.075  0.120  0.118 

2.00 


OVERHEAD  P 
HOME  OFC  P 
PROFIT  C 
BOND  P 


LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CRE«  ID:  NAT92B  OPB  ID:  NAT92A 


M  05  Jan  1994 


U.S.  Any  Corps  of  Engineers 

PROJECT  CB0333:  CB  BLDG  033,  ECO  |3  -  ESOS  Carlisle  Barracks 
INTERIM  SOBHISSIOR 


TIME  14:35:20 


TABLE  OF  CONTENTS 


CONTENTS  PAGE  1 


SDHKARY  REPORTS  SOHHARY  PAGE 

PROJECT  OWNER  SUMMARY  -  LEVEL  1 . 1 

PROJECT  DIRECT  SUMMARY  -  LEVEL  1 . 2 

CONTRACTOR  INDIRECT  SUMMARY . 3 

DETAILED  ESTIMATE  DETAIL  PAGE 

01.  Contract . 1 


No  Backup  Reports... 


i  *  i  END  TABLE  OF  CONTENTS  *  *  * 


»ed  05  Jan  1994 


TIME  14:35:20 


O.S.  Army  Corps  of  Engineers 

PROJECT  CB0333:  CB  BLDG  033,  ECO  13  -  ESOS  Carlisle  Barracks 

INTERIM  SDBHISSIOH  SUMMARY  PAGE  1 

a  PROJECT  OWNER  SUMMARY  -  LEVEL  1  a 


QUANTITY  UOH  CONTRACT  ESCALATN  CONTINGN  SIOH  TOTAL  COST  UNIT  COST 


01  Contract  1.00  EA  1,043  0  52  0  1,095  1094.73 

CB  BLDG  033,  ECO  13  1.00  EA  1,043  0  52  0  1,095  1094.73 


LABOR  ID:  R01_92  EQUIP  ID:  RG0192  Currency  in  DOLLARS  CREW  ID:  NAT92B  UPB  ID:  NAT92A 


Sed  05  Jan  1994 


TIKE  14:35:20 


O.S.  Any  Corps  of  Engineers 

PROJECT  CB0333:  CB  BLDG  033,  ECO  f3  -  ESOS  Carlisle  Barracks 


INTERIM  SUBMISSION  SUMMARY  PAGE  2 

H  PROJECT  DIRECT  SUMMARY  -  LEVEL  1  ** 


QUANTITY  UOH  HANHRS  LABOR  EQUIPHNT  MATERIAL  OTHER  TOTAL  COST  UNIT  COST 


01  Contract 

CB  BLDG  033,  ECO  13 
OVERHEAD 

SUBTOTAL 
HOME  OFC 

SUBTOTAL 

PROFIT. 


1.00  EA 

21 

738 

5 

71 

0 

814 

814.49 

1.00  EA 

21 

738 

5 

71 

0 

814 

814.49 

41 


855 

86 


941 

81 


SUBTOTAL  1,022 

BOND  20 


TOTAL  IKCL  INDIRECTS  1,043 

CONTNGENCY  52 


TOTAL  INCL  OWNER  COSTS 


1,095 


LABOR  ID:  R01J2  EQUIP  ID:  RG0192  Currency  in  DOLLARS  CREW  ID:  NAT92B  DPB  ID:  NAT92A 


»ed  05  Jan  1994 


TIKE  14:35:20 


II. S.  Any  Corps  of  Engineers 

PROJECT  CB0333:  CB  BLDG  033,  ECO  |3  -  ESOS  Carlisle  Barracks 

INTERIM  SUBMISSION  SUMMARY  PAGE  3 

**  CONTRACTOR  INDIRECT  SUMMARY  ** 


DIRECT  OVERHEAD  HOME  OFC  PROFIT  BOND  TOTAL  COST  UNIT  COST 


GC  General  Contractor  814  41  86  81  20  1,043  1042.60 


LABOR  ID:  R01J2  EQUIP  ID;  RG0I92 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  UPB  ID:  NAT92A 


»ed  05  Jan  1994 


TIME  14:35:20 


O.S.  Army  Corps  of  Engineers 

PROJECT  CB0333;  CB  BLDG  033,  ECO  f3  •  ESOS  Carlisle  Barracks 


DETAILED  ESTIMATE 

n . 

INTERIM  SUBMISSION 

01.  Contract 

DETAIL  PAGE  1 

QUANTY  DOM  CREW  ID 

MANHRS 

LABOR 

EQDIPHNT 

MATERIAL 

OTHER 

TOTAL  COST 

Contract 

Polyurethane  Cmpd,I/4'xl/4*Joint 

4.65 

166.39 

1.03 

9.54 

0.00 

176.96 

on  Ext.  Doors  0  Windows 

3.24  CLF  ARFCA 

15 

539 

3 

31 

0 

573 

Htl  Weatherstrip  w/Keoprene  Bulb 

0.07 

2.62 

0.03 

0.66 

0.00 

3.31 

For  Head  and  Jaab 

50.00  LF  ACARB 

4 

131 

1 

33 

0 

165 

Ktl  Weatherstrip  for  Door  Botto® 

0.21 

7.50 

0.08 

0.85 

0.00 

8.42 

Surface  Mounted  w/Vinyl  Bulb 

9.00  LF  ACARB 

2 

67 

1 

8 

0 

76 

Bulb 

Contract 

21 

738 

5 

71 

0 

814 

CB  BLDG  033,  ECO  f3 

21 

738 

5 

71 

0 

814 

LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREK  ID:  NAT92B  UPB  ID:  NAT92A 


Wed  05  Jas  1994 


U.S.  Army  Corps  of  Engineers 

PROJECT  CB0333:  CB  BLDG  033,  ECO  |3  -  ESOS  Carlisle  Barracks 
INTERIM  SDBHISSION 


TIME  14:35:20 


ERROR  REPORT 


ERROR  PAGE  1 


Ho  errors  detected... 


*  t  *  END  OF  ERROR  REPORT  *  *  * 


LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B 


DPB  ID:  NAT92A 


CARLISLE  BARRACKS  ENERGY  STUDY 
Ji  i  lindividual  Building  Material  Take  Off  Worksheet _ 


Building  No.  ^4  _  Building  Name;  ^  _ 

Date  Prepared:  5  JA^/.  94  Estimator:  M«S77^A> 


BID  n'EM  -  WSfiT^6(2Srf2,tppit^(St/ CAOl^ftJGi 


Description 


plh  07  01^20  I  lot  Yu^BTl^A  NS 


CAULWO  Of  Bxt  Ooo^S  4  W/NOC^ 


0\^,  Ob  Of^7^0  lOOXi’  /flSTAlU^iS  /VieT _ 


eoLe>  Oh)  sxr,  poor  viAMs  4 


)|/.  087ho  1001  weATAls^STf^l 


Poof.  ecTTo/AS _ 


Quantity 


Unit 

Measurement 


933702 


Wed  05  Jan  1994 


D.S.  Army  Corps  of  Engineers 

PROJECT  CB0343:  CB  BLDG  034,  ECO  |3  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 


TIME  14:38:39 


TITLE  PAGE  1 


CB  BLDG  034,  ECO  13 
ESOS  Carlisle  Barracks 
Contract  No.  DACA65-93-C-0018 
Building  034,  Caulk  L  W.S. 
Carlisle  Barracks,  PA 


Designed  By:  Benatec  Associates 
Estimated  By:  Benatec  Associates 


Prepared  By: 


Benatec  Associates 


Date:  01/05/94 


M  C  A  C  E  S  GOLD  EDITION 
Composer  GOLD  Copyright  (C)  1985,  1988,  1990,  1992 
by  Building  Systems  Design,  Inc. 


Release  5.20J 


LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  UPB  ID:  HAT92A 


Ned  05  Jan  1994 


U.S.  Army  Corps  of  Engineers 

PROJECT  CB0343;  CB  BLDG  034,  ECO  13  -  ESOS  Carlisle  Barracks 
INTERIM  SDBHISSIOH 


TIME  14:38:39 
SETTINGS  PAGE  1 

**  CONTRACTOR  SETTINGS  ** 

AMOUNT  PCT  PCT  S  RISK  DIFF  SIZE  PERIOD  INVEST  ASSIST  SDBCON 


01  General  Contractor 


OVERHEAD 

P 

5.00 

HOME  OFC 

P 

10.00 

PROFIT 

C 

8.65 

0.052  0.075  0.119  0.052  0.075  0.120  0.118 

BOND 

P 

2.00 

LABOR  ID:  R01_92  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CRE»  ID:  NAT92B  UPB  ID:  HAT92A 


Bed  05  Jan  1994 


O.S.  Army  Corps  of  Engineers 

PROJECT  CB0343:  CB  BLDG  034,  ECO  13  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 


TIME  14:38:39 


TABLE  OF  CONTENTS 


CONTENTS  PAGE  1 


SUMMARY  REPORTS  SUMMARY  PAGE 

PROJECT  OWNER  SUMMARY  -  LEVEL  1 . 1 

PROJECT  DIRECT  SUMMARY  -  LEVEL  1 . 2 

CONTRACTOR  INDIRECT  SUMMARY . 3 


DETAILED  ESTIMATE  DETAIL  PAGE 

01.  Contract . . 1 


No  Backup  Reports... 


i  i  i 


END  TABLE  OF  CONTENTS 


i  i  i 


»ed  05  Jan  1994 


TIME  14:33:39 


O.S.  Arty  Corps  of  Engineers 

PROJECT  CB0343:  CB  BLDG  034,  ECO  f3  -  ESOS  Carlisle  Barracks 

INTERIM  SDBMISSION  SDMHARY  PAGE  1 


a  PROJECT  OWNER  SUMMARY  - 

LEVEL  1  i* 

QUANTITY  UOH 

CONTRACT 

ESCALATH 

CONTINGN 

SIOH 

TOTAL  COST  UNIT  COST 

01  Contract 

1.00  EA 

920 

0 

46 

0 

966  965.87 

CB  BLDG  034,  ECO  13 

1.00  EA 

920 

0 

46 

0 

966  965.87 

LABOR  ID:  R01_92  EOOIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  OPB  ID:  HAT92A 


»ed  05  Jan  1994 


TIME  14:33:39 


U.S,  Arty  Corps  of  Engineers 

PROJECT  CB0343:  CB  BLDG  034,  ECO  13  •  ESOS  Carlisle  Barracks 

IHTERIH  SUBMISSION  SUMMARY  PAGE  2 

H  PROJECT  DIRECT  SUMMARY  -  LEVEL  1  ** 


LABOR  EQUIPMNT  MATERIAL  OTHER  TOTAL  COST  UNIT  COST 


Contract 

1. 00  EA 

18 

657 

5 

57 

0 

719 

718.62 

CB  BLDG  034,  ECO  13 

1.00  EA 

18 

657 

5 

57 

0 

719 

718.62 

OVERHEAD 

36 

SUBTOTAL 

755 

HOME  OFC 

75 

SUBTOTAL 

830 

PROFIT 

72 

SUBTOTAL 

902 

BOND 

18 

TOTAL  INCL  INDIRECTS 

920 

CONTNGENCY 

46 

TOTAL  INCL  OWNER  COSTS 

966 

LABOR  ID:  R01J2  EQUIP  ID:  RG0192  Currency  in  DOLLARS 


CREW  ID:  NAT92B  UPB  ID:  HAT92A 


Wed  05  Jan  1994 


TIME  14:38:39 


O.S.  Army  Corps  of  Engineers 

PROJECT  CB0343:  CB  BLDG  034,  ECO  |3  -  ESOS  Carlisle  Barracks 

INTERIM  SOBHISSION  SUMMARY  PAGE  3 

a  CONTRACTOR  INDIRECT  SDMMARY  ** 


DIRECT  OVERHEAD  HOME  OFC 


PROFIT 


BOND  TOTAL  COST  UNIT  COST 


GC  General  Contractor 


719  36  75  72  18 


920  919.88 


LABOR  ID:  R01J2  EQUIP  ID:  RG0192  Currency  in  DOLLARS 


CREW  ID:  NAT92B  DPB  ID:  NAT92A 


Wed  05  Jan  1994 


TIME  14:38:39 


O.S.  Amy  Corps  of  Engineers 

PROJECT  CB0343:  CB  BLDG  034,  ECO  13  -  ESOS  Carlisle  Barracks 
DETAILED  ESTIMATE  INTERIM  SUBMISSION  DETAIL  PAGE  1 

01.  Contract 


QUANTY  UOM  CREW  ID  MANHRS  LABOR  EQDIPMNT  MATERIAL  OTHER  TOTAL  COST 


Contract 


Polyurethane  Ciiipd,l/4*xl/4" Joint 

4.65 

166.39 

1.03 

9.54 

0.00 

176.96 

on  Ext.  Doors  &  Windows 

3.14  CLF  ARFCA 

15 

522 

3 

30 

0 

556 

Mtl  Weatherstrip  w/Heoprene  Bulb 

0.07 

2.62 

0.03 

0.66 

0.00 

3.31 

For  Head  and  Jaiab 

34.00  LF 

ACARB 

3 

89 

1 

22 

0 

112 

Mtl  Weatherstrip  for  Door  Bottoa 

0.21 

7.50 

0.08 

0.85 

0.00 

8.42 

Surface  Mounted  w/Vinyl  Bulb 

Bulb 

6.00  LF 

ACARB 

1 

45 

0 

5 

0 

51 

Contract 

18 

657 

5 

57 

0 

719 

CB  BLDG  034,  ECO  13 

13 

657 

5 

57 

0 

719 

LABOR  ID:  R01_92  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  DPB  ID:  HAT92A 


Bed  05  Jan  1994 


ERROR  REPORT 


O.S.  Army  Corps  of  Engineers 

PROJECT  CB0343:  CB  BLDG  034,  ECO  |3  -  ESOS  Carlisle  Barracks 
INTERIM  Sl'BHISSION 


TIME  14:38:39 


ERROR  PAGE  1 


Ho  errors  detected. 


*  *  i  END  OF  ERROR  REPORT  *  *  * 


LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  DPB  ID:  NAT92A 


CARLISLE  BARRACKS  ENERGY  STUDY 
jxi  Building  Material  Take  OfT  Worksheet _ 

Building  No.  40 _ Building  Name;  ~f^0SCOTT  HALL 

Date  Prepared:  $JAN.94  Estimator:  _ 

wall  imsuLatio^ 


Unit 

Description  Quantity  Measurement 


Pit  eiBc.  ois)  ounets  feMTufe  |  I 


933702 


Ttie  17  Hay  1994 


D.S.  Army  Corps  of  Engineers 

PROJECT  CB0401:  CB  BLDG  040,  ECO  |1  -  ESOS  Carlisle  Barracks 
PREFINAL  SUBMISSION 


TIME  14:48:23 


TITLE  PAGE  1 


CB  BLDG  040,  ECO  |1 
ESOS  Carlisle  Barracks 
Contract  No.  DACA65-93-C-0018 
Building  040, Wall  i  Roof  Insul. 
Carlisle  Barracks,  PA 


Designed  By:  Benatec  Associates 
Estimated  By:  Benatec  Associates 

Prepared  By:  Benatec  Associates 


Date:  05/17/94 


M  C  A  C  E  S  GOLD  EDITION 
Composer  GOLD  Copyright  (C)  1985,  1988,  1990,  1992 
by  Building  Systems  Design,  Inc. 

Release  5.20J 


LABOR  ID:  R01_92  EODIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  DPB  ID:  NAT92A 


TIME  14:48:23 


Tue  17  May  1994 


TABLE  OF  CONTENTS 


O.S.  Aray  Corps  of  Engineers 

PROJECT  CB0401:  CB  BLDG  040,  ECO  U  -  ESOS  Carlisle  Barracks 
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PROJECT  CB0401:  CB  BLDG  040,  ECO  fl  -  ESOS  Carlisle  Barracks 
PREFINAL  SUBMISSION 


TIME  14:48:23 


SETTINGS  PAGE  1 


*t  CONTRACTOR  SETTINGS  ** 


AMOUNT  PCT  PCT  S  RISK  DIFF  SIZE  PERIOD  INVEST  ASSIST  SUBCON 


01  General  Contractor 


OVERHEAD 
fiOHE  OFC 
PROFIT 
BOND 


s 

5.00 

5.00 

p 

10.00 

s  • 

8.66 

5.00 

p 

2.00 

02  Electrical  Contractor 


OVERHEAD 

P 

5.00 

HOME  OFC 

P 

10.00 

PROFIT 

C 

8.66 

BOND 

P 

2.00 

0.052  0.075  0.119  0.052  0.075  0.120  0.118 


V 


LABOR  ID:  ROl  93  FOIIIP  TD-  POOIP? 


Cnrrprrv  in  nOM.lIRR 


rRFW  TO-  NITOPB  nPR  TO"  VJTQP> 
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PREFIML  SUBKISSION  SBHHARY  PAGE  1 


• 

**  PROJECT  OWNER  SOKHARY  - 

LEVEL  1  ** 

ODAHTITY  UOH 

CONTRACT 

ESCALATN 

CONTINGH 

SIOB 

TOTAL  COST  UNIT  COST 

01 

Contract 

1.00  EA 

18,531 

0 

927 

0 

19,458  19457.71 

CB  BLDG  040,  ECO  |1 

1.00  EA 

18,531 

0 

927 

0 

19,458  19457.71 

LABOR  ID:  RO!  17  ^Oinp  in-  pr.oiQl 


fiirrpnrv  tn  nOTlRRQ 


rppw  Tn*  V1TQ9R  nPR  in.  iin>Q7i 
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PREFISAL  SDBMISSION 
**  PROJECT  DIRECT  SUMMARY  -  LEVEL  1  ** 


TIME  14:48:23 
SUMMARY  PAGE  2 


QUANTITY  UOM 

MANHRS 

01  Contract 

1.00  EA 

267 

CB  BLDG  040,  ECO  #1 

1.00  EA 

267 

OVERHEAD 

SUBTOTAL 
HOME  OFC 

SUBTOTAL 

PROFIT 

SUBTOTAL 

BOND 

TOTAL  INCL  INDIRECTS 
CONTNGEHCY 

TOTAL  IHCL  OWNER  COSTS 


LABOR 

EQDIPMNT 

MATERIAL 

OTHER 

TOTAL  COST  UNIT  COST 

9,181 

88 

5,208 

0 

14,476  14476.11 

9,181 

88 

5,208 

0 

14,476  14476.11 

724 


15,200 

1,520 


16,720 

1,448 


18,168 

363 


18,531 

927 


19,458 


ijuno  TO"  Dm  09 


rniiTT)  Tn*  pr.nio') 


Pnrronrv  in  nOM.SPP 


rorw  TT)»  WK'ro')n  npu  in*  witQ9b 
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• 

4*  CONTRACTOR  INDIRECT  SUMMARY  ** 

DIRECT 

OVERHEAD 

HOME  OFC 

PROFIT 

BOND 

TOTAL  COST  UNIT  COST 

GC  General  Contractor 

13,621 

681 

1,430 

1,362 

342 

17,437 

17436.56 

EL  Electrical  Contractor 

855 

43 

90 

85 

21 

1,095 

1094.60 

LABOR  ID:  ROl  92  EOUIP  ID:  RGOH? 


Cnrrpnrv  in  nOUARR 


CRPW  Til-  I!PB  IB-  »I>T07> 
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PROJECT  CB0401:  CB  BLDG  040,  ECO  |1  •  ESOS  Carlisle  Barracks 

PSEFINAL  SDBHISSION  DETAIL  PAGE  1 

01.  Contract 


QUANTY  DOM  CREW  ID 

MANHRS 

LABOR 

EQUIPMNT 

MATERIAL 

OTHER 

TOTAL  COST 

Contract 

Blown  in  Cell.  Insul., Includes 

0.03 

1.11 

0.01 

0.18 

0.00 

1.30 

Drilling,  Patching  8  Lead  Paint 

2947.00  SF  ACARA 

92 

3,271 

32 

531 

0 

3,834 

Abateaent 

2’  Polyiso.,R14.3  Rigid  Insul. 

0.01 

0.26 

0.00 

0.90 

0.00 

1.16 

104.00  SF  ACARA 

1 

27 

0 

94 

0 

121 

1'  Polylso.,R7.2  Rigid  Insul. 

0.01 

0.24 

0.00 

0.66 

0.00 

0.90 

4130.00  SF  ACARA 

28 

982 

9 

2,714 

0 

3,706 

1/2'  Drywall,One  Layer,  One  Face 

0.02 

0.69 

0.01 

0.21 

0.00 

0.91 

On  Metal  Studs  or  Furring, (13aa)  4234.00  SF  ACARB 

48 

1,699 

17 

781 

0 

3,849 

For  Taping,  Spackling,  And 

34 

1,223 

13 

117 

Std.  2"  Z  Furrinf,  Galv. 

2.09 

74.50 

0.72 

28.09 

0.00 

103.31 

0.56  CLF  ACARA 

1 

42 

0 

16 

0 

58 

Interior  Roller  Work 

0.01 

0.29 

0.00 

0.19 

0.00 

0.48 

^jjjj^e  Coat  Friaer-Two  Coats  Faint 

4234.00  SF  APTRA 

46 

1,215 

14 

808 

0 

2,036 

4'  Vinyl  Base 

0.02 

0.61 

0.00 

0.74 

0.00 

1.36 

13.00  LF  APAPA 

0 

8 

0 

10 

0 

18 

Electrical  Work  on  Outlets  & 

0.28 

11.00 

0.04 

2.12 

0.00 

13.16 

Switches 

65.00  EA  EELEB 

18 

715 

2 

138 

0 

855 

Contract 

267 

9,181 

88 

5,208 

0 

14,476 

'^  CB  BLDG  040,  ECO  |1 

267 

9,181 

88 

5,208 

0 

14,476 

DETAILED  ESTIMATE 


LABOR  TO-  ROl  Q? 


rniiTP  Tn-  penis’) 


Pnrrpnrv  in 


in*  VITQ7R  npR  td- 


IIHE  14:48:23 
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PROJECT  CB0401:  CB  BLDG  040,  ECO  #1  -  ESOS  Carlisle  Barracks 
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No  errors  detected... 


i  t  i 


END  OF  ERROR  REPORT  *  *  * 


LABOR  ID:  RO)  Q?  FOIITP  th-  pcoio? 


Pnrronrv  in  HATIBPC 


TT>.  iiB»rQip  HDD  rn.  wu'potji 


X  >  CARLISLE  BARRACKS  ENERGY  STUDY 

Individual  Building  Materi^  T^e  Off  Worksheet  ^ _ 


Building  No.  Building  Name;  ^^U^UST 

Date  Prepared:  3  JiAA/.  ^4  Estimator:  £)JL _ Sheet  /  of  3 


BID  ITEM  \]^LL  /  ROOP-  1^ 


Description 


Divl  06  0<al\  4Z0\  ^X4  ^^0  PJSAMWQ 


A2Q0hi0  IX^IHPOcO 


Unit 

Quantity  Measurement 


037 


O/Vf  01  \hlSTULL  2"  RlQ\0>  WZ.r?SO. 


IHSoL .  BD.  B-  /4.3  (U>ALL  WSUll 


ou.bi  oizio  ion  6  uhfa<s, 


fibSmUisis  WsoL.  R-l9-0{£aRmt 


m.CRCRB.00  1002  /fAsnM.  i/'l" 


PS.Y'KALL  ( MCLODB  400i' 


DN.O^  IN^IL  STD.  2"  21 


fORRINC,  Q  24" QO.  ON  01 ALLO 


DN.Cfi  04120  tZZl  O^iHTWQ  1/2" 


ORruJA-LL 


0/1/  OR  m STALL  4"  V/OYL  bAQE 


Dl\J.I(fi  ELBcWC  CODBA  oO  our- 


LbTS  4 


3,S20 


'b,eZO> 


R.4-.00 


3.82& 


B.F. 


S.F. 


<or.Lf. 


s:f. 


£A 


933702 


CARLISLE  BAJRRACKS  ENERGY  STUDY 
Individual  Building  Material  Take  Off  Worksheet 


Building  No.  4-^  Building  Name;  ^>OOQOBT 


Date  Prepared;  S  JAa/  ^4  Estimator:  Sheet^  of  ^ 


BID  ITEM  (VA^i./ IN^OL^lOf^ 


Description 


D|\y.  \(j>  BiBCmiC  WOQikc, 


iUall  rrsTD.  Liohfr  Fi^ru^e 


Quantity 


Unit 

Measurement 


933702 
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Benatec  Associates 


Date;  01/06/94 
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V/ 
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FHOJECT  CB0451:  CB  BLDG  045,  ECO  fl  -  ESOS  Carlisle  Barracks 

INTERIM  SUBMISSION  SETTINGS  PAGE  1 

H  CONTRACTOR  SETTINGS  ** 


AMOUNT  PCT  PCT  S  RISK  DIFF  SIZE  PERIOD  INVEST  ASSIST  SUBCON 


01  General  Contractor 

5.00 
5.00 


0.052  0.075  0.119  0.052  0.075  0.120  0.118 


OVERHEAD 

S 

5.00 

HOKE  OFC 

P 

10.00 

PROFIT 

S 

8.66 

BOND 

P 

2.00 

Electrical  Contractor 

OVERHEAD 

P 

5.00 

HOME  OFC 

P 

10.00 

PROFIT 

C 

8.66 

BOND 

P 

2.00 

LABOR  ID:  R01J2  EQUIP  ID:  .RG0192 
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CREW  ID:  NAT92B 


UPB  ID:  NAT92A 


Thu  06  Jan  1994 
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INTERIM  SUBMISSION  SUMMARY  PAGE  1 


0  . 

H  PROJECT  OWNER  SUMMARY  - 

LEVEL  1  H 

QUANTITY  UOH 

CONTRACT 

ESCALATN 

COHTINGN 

SIOB 

TOTAL  COST  UNIT  COST 

01  Contract 

1.00  EA 

22,672 

0 

1,134 

0 

23,806  23805.71 

CB  BLDG  045,  ECO  |1 

1.00  EA 

22,672 

0 

1,134 

0 

23,806  23805.71 

LABOR  ID:  R01J2  EQUIP  ID:  RG0192  Currency  in  DOLLARS  CREW  ID:  NAT92B  UPB  ID:  NAT92A 


Tliu  06  Jan  1994 


TIME  14:21:59 


TOTAL  ISCL  INDIRECTS 

22,672 

COiNTNGENCY 

1,134 

TOTAL  mCL  OWNER  COSTS 

23,306 

LABOR  ID:  R01_92  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CRE»  ID:  HAT92B  UPB  ID:  NAT92A 


TIME  14:21:59 


Thu  06  Jan  1994  O.S.  Any  Corps  of  Engineers 

PROJECT  CB0451:  CB  BLDG  045,  ECO  |1  -  ESOS  Carlisle  Barracks 

INTERIM  SCBHISSION  SUMMARY  PAGE  3 


•  . 

CONTRACTOR  INDIRECT  SUMMARY  ** 

DIRECT 

OVERHEAD 

HOME  OFC 

PROFIT 

BOND 

TOTAL  COST  UNIT  COST 

GC  General  Contractor 

16,850 

843 

1,769 

1,685 

423 

21,570  21570.20 

EL  Electrical  Contractor 

861 

43 

90 

86 

22 

1,102  1101.91 

LABOR  ID:  R01_92  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  UPB  ID:  NAT92A 


'!id  06  Jan  1994 


TIKE  14:21:59 


TLu  06  Jan  1994 

PROJECT  CB0451: 

DETAILED  ESTIMATE 

U.S.  Army  Corps  of  Engineers 

CB  BLDG  045,  ECO  fl  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 

01.  Contract 

TIME  14:21:59 

DETAIL  PAGE  1 

QUANTY  DOM  CREW  ID 

MAHHRS 

LABOR 

EQUIPMNT 

MATERIAL 

OTHER  TOTAL  COST 

Contract 

Sills  6  Plates, 2x4  So  Yel  Pine 

0.02 

0.80 

0.02 

0.24 

0.00 

1.06 

637.00  BF 

ACARD 

14 

510 

12 

155 

0 

678 

2"  Polyiso.,R14.3  Rigid  Insul. 

0.01 

0.26 

0.00 

0.90 

0.00 

1.16 

3826.00  SF 

ACARA 

28 

995 

10 

3,447 

0 

4,452 

6'Unfaced  Batt,R19  Fbgs  Insul 

0.01 

0.30 

0.00 

0.21 

0.00 

0.51 

5992.00  SF 

ACARA 

50 

1,781 

17 

1,270 

0 

3,068 

1/2"  Drywall.One  Layer,  One  Face 

0.02 

0.69 

0.01 

0.21 

0.00 

0.91 

On  Metal  Studs  or  Furring,  {13m)  3926.00  SF 

ACARB 

43 

1,535 

16 

705 

0 

3,478 

For  Taping,  Spackling,  And 

31 

1,105 

11 

106 

Std.  2'  Z  Furring,  Galv. 

2.09 

74.50 

0.72 

28.09 

0.00 

103.31 

24.00  CLF  ACARA 

50 

1,788 

17 

674 

0 

2,480 

Interior  Roller  Work 

0.01 

0.29 

0.00 

0.19 

0.00 

0.48 

One  Coat  Priner-Two  Coats  Paint 

3826.00  SF 

APTRA 

41 

1,098 

12 

730 

0 

1,340 

Vinyl  Base 

0.02 

0.61 

0.00 

0.74 

0.00 

1.36 

W 

631.00  LF 

APAPA 

14 

385 

2 

468 

0 

355 

Electrical  Work  on  Outlets  & 

0.28 

11.00 

0.04 

2.12 

0.00 

13.16 

Switches 

60.00  EA 

EELEB 

17 

660 

2 

127 

0 

789 

Electrical  Work  on  Wall  Mounted 

0.93 

33.50 

0.12 

2.12 

0.00 

35.74 

Lights 

2.00  EA 

EELEF 

2 

67 

0 

4 

0 

71 

Contract 

290 

9,923 

100 

7,688 

0 

17,711 

CB  BLDG  045,  ECO  fl 

290 

9,923 

100 

7,688 

0 

17,711 

LABOR  ID:  R01J2 
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No  errors  detected. .. 


*  *  *  END  OF  ERROR  REPORT  *  *  * 


TIME  14:21:59 
ERROR  PAGE  1 


LABOR  ID:  R01J2  EQUIP  ID:  R80192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  UPB  ID:  NAT92A 


individual  Buildiiig  Material  take  Off  Worksheet  M--.:  '-H-- 


Building  No.  I  Building  Name;  E)COd?O^T 


Date  Prepared:  S  JAN  ^4"  Estimator:  QJL _ Sheet  ^  of  3 


BID  YTEM.'^£AjHB^T7ZlPp/NCf  /C£^OLk'/h/£^ 


Unit 

Quantity  Measurement 


Description 


Dl^.  01  i^l9'20  HOI  p£)LrUSSrRANE 


czj^uU^fhJq  op  sneRioi^  OoD/l^\ 


Dwi.OPi  OgJdo  looo  iNsr^j^u  ro^r. 


WjGATfiEP^TRiP  oj/  NGOpJlEN^ 


Bulb  o/y  syr^R/oR.  PdO^ 


OlH.OB  087301007  \'JBArHE!2^i2ip 


DOOR  BoTTOP/T)^ 


1.20 


C,LF. 


120 


L.F. 


L.F. 


933702 
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Designed  By:  Benatec  Associates 
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Date:  01/06/94 
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LABOR  ID:  R01_92  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B 


UPB  ID:  NAT92A 


Thu  06  Jan  1994 


D.S.  Aray  Corps  of  Engineers 

PBOJECT  CB0453:  CB  BLDG  045,  ECO  t3  -  ESOS  Carlisle  Barracks 
IHTERIH  SBBHISSIOH 


TIME  14:25:15 
SETTIHGS  PAGE  1 

»*  COSTRACTOS  SETTINGS  ** 

AHODNT  PCT  PCT  S  RISK  DIFF  SIZE  PERIOD  INVEST  ASSIST  SDBCOH 


01  General  Contractor 


OVERHEAD 

P 

5.00 

BONE  OFC 

P 

10.00 

PROFIT 

C 

8.65 

0.052  0.075  0.119  0.052  0.075  0.120  0.118 

BOND 

P 

2.00 

LABOR  ID:  R01J2  EQDIP  ID:  RG0192 


Currency  in  DOLLARS 


CREU  ID:  NAT92B 


DPB  ID:  NAT92A 


Tbu  06  Jan  1994 
TABLE  OP  COSTENTS 


No  Backup  Reports... 


B.S.  Army  Corps  of  Engineers 
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INTERIM  SDBMISSION 


SUMMARY  REPORTS  SDMHARY  PAGE 

PROJECT  OWNER  SUMMARY  -  LEVEL  1 . 1 

PROJECT  DIRECT  SDMHARY  -  LEVEL  1 . 2 

CONTRACTOR  INDIRECT  SUMMARY . 3 


DETAILED  ESTIMATE 


DETAIL  PAGE 


01,  Contract 


1 


TIME  14:25:15 
’  CONTENTS  PAGE  1 


*  *  *  END  TABLE  OF  CONTENTS 


i  i  t 
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TIME  14:25:15 


D.S,  Amy  Corps  of  Engineers 

PROJECT  CB0453:  CB  BLDG  045,  ECO  #3  -  ESOS  Carlisle  Barracks 

INTERIM  SUBMISSION  SDMHARY  PAGE  1 


**  PROJECT  OWNER  SDMHARY  - 

LEVEL  1  ** 

QDANTITY  DOM 

CONTRACT 

ESCALATN 

CONTINGN 

SIOH 

TOTAL  COST  DNII  COST 

01 

Contract 

1.00  EA 

1,071 

0 

54 

0 

1,124 

1124.41 

CB  BLDG  045,  ECO  f3 

1.00  EA 

1,071 

0 

54 

0 

1,124 

1124.41 

LABOR  ID:  R01_92  EQDIP  ID:  RG0192 


Currency  in  DOLLARS 


CREN  ID:  NAT92B  DPB  ID:  NAT92A 


Tha  06  Jan  1994 


TIME  14:25:15 


O.S.  Arty  Corps  of  Engineers 

PROJECT  CB0453:  CB  BLDG  045,  ECO  13  -  ESOS  Carlisle  Barracks 
INTERIM  SOBHISSION 

**  PROJECT  DIRECT  SOHMARY  •  LEVEL  1  »* 


SDHHARY  PAGE  2 


QUANTITY  UOH 

HANHRS 

LABOR 

EQUIPHNT 

MATERIAL 

OTHER 

TOTAL  COST  UNIT  COST 

01  Contract 

1.00  EA 

20 

717 

7 

113 

0 

837  836.57 

CB  BLDG  045,  ECO  13 

1.00  EA 

20 

717 

7 

113 

0 

837  836.57 

OVERHEAD 

SUBTOTAL 
HOME  OFC 

SUBTOTAL 

PROFIT 

SUBTOTAL 


TOTAL  INCL  INDIRECTS 
CONTNGENCY 

TOTAL  INCL  OWNER  COSTS 


LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  DPB  ID:  NAT92A 


ThD  06  Jan  1994 


TIKE  14:25:15 


D.S.  Amy  Corps  of  Engineers 

PROJECT  CB0453:  CB  BLDG  045,  ECO  #3  -  ESOS  Carlisle  Barracks 

INTERIM  SUBMISSION  SDHMARY  PAGE  3 

**  CONTRACTOR  INDIRECT  SUMMARY  *» 


DIRECT 


OVERHEAD 


HOME  OFC 


PROFIT 


BOND  TOTAL  COST  UNIT  COST 


GC  General  Contractor 


837  42 


21  1,071  1070.86 


LABOR  ID:  R01_92  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREN  ID:  NAT92B  UPB  ID:  NAT92A 


Thu  06  Jan  1994 


TIME  14:25:15 


U.S.  Army  Corps  of  Engineers 

PROJECT  CB0453:  CB  BLDG  045,  ECO  #3  -  ESOS  Carlisle  Barracks 

ISTERIM  SDBHISSION  DETAIL  PAGE  1 

01.  Contract 


QUAKTY  DOM  CRES  ID  MABHRS  LABOR  EQDIPMNT  MATERIAL  OTHER  TOTAL  COST 


Contract 


Polyurethane  Cffipd,l/4’xl/4* Joint 

4,65 

166.39 

1.03 

9.54 

0.00 

176.96 

on  Ext.  Doors 

1.20  CLF  ARFCA 

6 

200 

1 

11 

0 

212 

Htl  Weatherstrip  w/Neoprene  Bulb 

0.07 

2.62 

0.03 

0.66 

0.00 

3.31 

For  Head  and  Jamb 

120.00  LF 

ACARB 

9 

315 

3 

79 

0 

397 

Mtl  Weatherstrip  for  Door  Bottom 

0.21 

7.50 

0.08 

0.85 

0.00 

8.42 

Surface  Mounted  »/Vinyl  Bulb 

Bulb 

27.00  LF 

ACARB 

6 

202 

2 

23 

0 

227 

Contract 

20 

717 

7 

113 

0 

837 

CB  BLDG  045,  ECO  13 

20 

717 

7 

113 

0 

837 

DETAILED  ESTIMATE 


LABOR  ID:  R01_92  EQBIP  ID:  RG0192 


Currency  in  DOLLARS 


CREB  ID:  HAT92B  DPB  ID:  BAT92A 


Thu  06  Jan  1994  O.S.  Aray  Corps  of  Engineers  TIME  14:25:15 

PROJECT  CB0453:  CB  BLDG  045,  ECO  |3  -  ESOS  Carlisle  Barracks 

ERROR  REPORT  INTERIM  SUBMISSION  ERROR  PAGE  1 


No  errors  detected... 


*  *  *  END  OF  ERROR  REPORT  *  *  * 


BOR  ID:  R01J2  EQUIP  ID;  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  UPB  ID:  NAT92A 


N  ^  CAMJSLEBAWiiiCKSjEN^^ 

Individual  BundintfMateriM  T^ 


Building  No.  46? _  I  Building  Name:  ANNS 

Date  Prepared:  ^  *94  Estimator:  X)JL _ Sheet  /  of  2. 


Bro  ITEM  Soofl^^uLJ^lOhJ 


Description 


D/(/  OCp  4^^/  2x4-  WJoQO  pl^ikfAMq 


APOU^D  U)nOOuJ  OpetsffNQ^ 


M07  /a/^aLZ-  e"  ^/OiP  PoLYieo, 


IN  SOL,  60.  i2=/4.3  (t6kLi  INSoL. 


DN.Ol  01210  1011  /NSr^Li  6>‘'0l/M06D 


Pt&eROL^ss  msuL  12-^  i^.o/j^mFin^oL 


\\J.O^CPI2C}0  jool  install 


OPYcoall  liNcLooe  4-oor 


0\\J.  OR  INSTALL  ^D.  2“ '2l 


FoRR^fNO  Q  24"  dc.  On  LOALLs 


Owl.o^  CR920  1221  ^AinTINo 


pPYiNALL. 


0l\/,6)Q  INSTUL  4^'  \/lNrLBA6F 


Di\lJL>  BLecrRic  mPA  on  oot^ 


Lers  t-  'SuJtrcNE.^ 


Unit 

Quantity  Measurement 


1410 


'=1,7&S 


(5/.  86 


9.785 


Q70 


B.F. 


SF. 


Cl-.f- 


S.F. 


L.  F. 


£A. 


933702 


933702 


Thu  06  Jan  1994 


U.S.  Any  Corps  of  Engineers 

PROJECT  CB0461:  CB  BLDG  046,  ECO  #1  •  ESOS  Carlisle  Barracks 
IMTERIH  SUBMISSION 


TIME  14:36:59 


TITLE  PAGE  1 


CB  BLDG  046,  ECO  |1 
ESOS  Carlisle  Barracks 
Contract  No.  DACA65-93-C-0018 
Building  046, Hall  &  Roof  Insul. 
Carlisle  Barracks,  PA 


Designed  By:  Benatec  Associates 
Estiaated  By:  Benatec  Associates 


Prepared  By:  Benatec  Associates 


Date:  01/06/94 


HCACES  GOLD  EDITION 
Coaposer  GOLD  Copyright  (C)  1985,  1988,  1990,  1992 
by  Building  Systeas  Design,  Inc. 

Release  5.20J 


LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CRE«  ID:  HAT92B  UPB  ID:  NAT92A 


Thu  06  Jan  1994 


O.S.  Aray  Corps  of  Engineers 

PROJECT  CB0461:  CB  BLDG  046,  ECO  #1  -  ESOS  Carlisle  Barracks 
INTERIM  SDBMISSIOH 


TIME  14:36:59 


SETTINGS  PAGE  1 


t*  CONTRACTOR  SETTINGS  ** 


AMOUNT  PCT  PCT  S  RISK  DIFF  SIZE  PERIOD  INVEST  ASSIST  SUBCON 


01  General  Contractor 


OVERHEAD  S  5.00 
HOME  OFC  P  10.00 
PROFIT  S  8.66 
BOND  P  2.00 

02  Electrical  Contractor 

OVERHEAD  P  5.00 
HOME  OFC  P  10.00 
PROFIT  C  8.66 
BOND  P  2.00 


5.00 

5.00 


0.052  0.075  0.119  0.052  0.075  0.120  0.118 


LABOR  ID:  R01J2  EQUIP  ID;  RG0192 


Currency  in  DOLLARS 


CREH  ID:  HAT92B  UPB  ID:  NAT92A 


TIME  14:36:59 
CONTENTS  PAGE  1 


SOHMARY  REPORTS  SDMHARY  PAGE 

PROJECT  OWNER  SUMMARY  -  LEVEL  1 . 1 

PROJECT  DIRECT  SUMMARY  -  LEVEL  1 . 2 

CONTRACTOR  INDIRECT  SUMMARY . 3 

DETAILED  ESTIMATE  DETAIL  PAGE 

01.  Contract . . . 1 


No  Backup  Reports... 


Thu  06  Jan  1994  D.S.  Any  Corps  of  Engineers 

PROJECT  CB0461:  CB  BLDG  046,  ECO  #1  -  ESOS  Carlisle  Barracks 
TABLE  OP  CONTENTS  INTERIM  SUBMISSION 


*  *  *  END  TABLE  OF  CONTENTS  *  *  * 


Thn  06  Jan  1994 


TIHE  14:36:59 


O.S.  Amy  Corps  of  Engineers 

PROJECT  CB0461:  CB  BLDG  046,  ECO  J1  •  ESOS  Carlisle  Barracks 

IHTERIH  SOBHISSIOM  SDHHARY  PAGE  1 

**  PROJECT  OMER  SOMHARY  -  LEVEL  1  ** 


QUAHTITY  DOM 

CONTRACT 

ESCALATN 

CORTINGN 

SlOH 

TOTAL  COST  UNIT  COST 

01  Contract 

1.00  EA 

52,915 

0 

2,646 

0 

55,561  55560.71 

CB  BLDG  046,  ECO  |1 

1.00  EA 

52,915 

0 

2,646 

0 

55,561  55560.71 

LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  HAT92B  UPB  ID:  HAT92A 


U.S.  Ara?  Corps  of  Engineers  TIME  14:36:59 

PROJECT  CB0461:  CB  BLDG  046,  ECO  fl  -  ESOS  Carlisle  Barracks 

INTERIM  SDBHISSIOH  SUMMARY  PAGE  2 

**  PROJECT  DIRECT  SUMMARY  -  LEVEL  1  ** 


QUANTITY  UOM  HASHRS  LABOR  EQDIPHNT  MATERIAL  OTHER  TOTAL  COST  UNIT  COST 


01  Contract  1.00  EA  675  23,031  237  18,068  0  41,336  41335.90 

CB  BLDG  046,  ECO  II  1.00  EA  675  23,031  237  18,068  0  41,336  41335.90 

OVERHEAD  2,067 

SUBTOTAL  43,403 

HOME  OFC  4,340 

SUBTOTAL  47,743 

PROFIT  4,134 

SUBTOTAL  51,877 

BOND  1,038 

TOTAL  INCL  INDIRECTS  52,915 

CONTNGENCY  2,646 

TOTAL  INCL  OWNER  COSTS  55,561 


Thu  06  Jan  1994 


LABOR  ID;  R01_92  EQUIP  ID:  RG0192  Currency  in  DOLLARS  CREW  ID:  NAT92B  UPB  ID:  NAT92A 


Thu  06  Jan  1994 


TIME  14:36:59 


D.S.  Arty  Corps  of  Engineers 

PROJECT  CB0461:  CB  BLDG  046,  ECO  #1  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 
**  CONTRACTOR  INDIRECT  SUMMARY  ** 


SUMMARY  PAGE  3 


DIRECT 

OVERHEAD 

HOME  OFC 

PROFIT 

BOND 

TOTAL  COST  UNIT  COST 

GC  General  Contractor 

EL  Electrical  Contractor 

39,842 

1,494 

1,992 

75 

4,183 

157 

3,985 

149 

1,000 

37 

51,003  51002.51 
1,912  1912.46 

LABOR  ID:  R01_92  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREN  ID:  HAT92B  UPB  ID:  NAT92A 


Thu  06  Jan  1994 


TIME  14:36:59 


D.S.  Aray  Corps  of  Engineers 

PROJECT  CB0461:  CB  BLDG  046,  ECO  #1  -  ESOS  Carlisle  Barracks 

INTERIM  SDBMISSION  DETAIL  PAGE  1 

01.  Contract 


QUANTY  DOM  CRES  ID  HANHRS  LABOR  EQDIPHNT  MATERIAL  OTHER  TOTAL  COST 


Contract 


Sills  &  Plates, 2x4  So  Yel  Pine 

0.02 

0.80 

0.02 

0.24 

0.00 

1.06 

1410.00 

BF 

ACARD 

32 

1,128 

28 

344 

0 

1,500 

2"  Polyiso.,R14.3  Rigid  Insul. 

0.01 

0.26 

0.00 

0.90 

0.00 

1.16 

9785.00 

SF 

ACARA 

71 

2,544 

25 

8,816 

0 

11,385 

6‘Dnfaced  Batt,R19  Fbgs  Insul 

0.01 

0.30 

0.00 

0.21 

0.00 

0.51 

11031 

SF 

ACARA 

92 

3,278 

32 

2,339 

0 

5,648 

1/2'  Drywall,One  Layer,  One  Face 

0.02 

0.69 

0.01 

0.21 

0.00 

0.91 

On  Metal  Studs  or  Furring, (13aa) 

9785.00 

SF 

ACARB 

110 

3,925 

40 

1,804 

0 

8,896 

•  For  Taping,  Spackling,  And 

79 

2,826 

29 

271 

Std.  2'  Z  Furring,  Galv. 

2.09 

74.50 

0.72 

28.09 

0.00 

103.31 

61.88 

CLF 

ACARA 

129 

4,610 

45 

1,738 

0 

6,393 

Interior  Roller  Work 

0.01 

0.29 

0,00 

0.19 

0.00 

0.48 

One  Coat  Priaer-Two  Coats  Paint 

9785.00 

SF 

APTRA 

105 

2,807 

32 

1,867 

0 

4,706 

^mUjl  Base 

0.02 

0.61 

0.00 

0.74 

0.00 

1.36 

970.00 

LF 

APAPA 

22 

592 

3 

720 

0 

1,314 

Electrical  Work  on  Outlets  & 

0.28 

11.00 

0.04 

2.12 

0.00 

13.16 

Switches 

60.00 

EA 

EELEB 

17 

660 

2 

127 

0 

789 

Electrical  Work  on  Nall  Mounted 

0.93 

33.50 

0.12 

2.12 

0.00 

35.74 

Lights 

10.00 

EA 

EELEF 

9 

335 

1 

21 

0 

357 

Electrical  Work  on  Fire  Alara 

0.82 

32.50 

0.11 

2.12 

0.00 

34.73 

Pull  Stations 

5.00 

EA 

EELEB 

4 

163 

1 

11 

0 

174 

Electrical  Nork  on  Fire  Alara 

0.82 

32.50 

0.11 

2.12 

0.00 

34.73 

Bells 

5.00 

EA 

EELEB 

4 

163 

1 

11 

0 

174 

Contract 

675 

23,031 

237 

18,068 

0 

41,336 

CB  BLDG  046,  ECO  |1 

675 

23,031 

237 

18,068 

0 

41,336 

DETAILED  ESTIMATE 


LABOR  ID:  R01J2  EQDIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  DPB  ID:  NAT92A 


m  06  Jan  1994 


ERROR  REPORT 


n.S.  Ainy  Corps  of  Engineers 

PROJECT  CB0461:  CB  BLDG  046,  ECO  jtl  -  ESOS  Carlisle  Barracks 
INTERIM  SDBMISSION 


TIME  14:36:59 


ERROR  PAGE  1 


Ho  errors  detected. 


OF  ERROR  REPORT  *  *  * 


LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREH  ID:  NAT92B  DPB  ID:  NAT92A 


Building  101 

(Typical  for  102,  103,  104,  105,  106,  108, 
109,  110,  111,  112,  113,  and  114) 

Architectural  Estimate 


933702 


1  CARLISLE  BARRACKS  ENERGY  STUDY 

1  Individual  Building  Material  Take  Off  Worksheet 

1  Building  No.  (C^f  Building  Name: 

1  Dale  Prepared:  ^  jAN-  Estimalor:  IDJI— 

Sheet  /  of  3 

1  BID  ITEM  Wall/ 1^00 F 

Description 

Quantity 

Unit 

Measurement 

DWJ.O'Z  jSr/ridPVAL  4 

Of  BXlSj'Cf.  /AILLW/0/2K  f  &Ase 

343 

L.n 

OlU  0O>  OCpH!  4201  2^4 

ABcuf^D  uoinOou)  OOt/A  OPS/^I fact's 

sqi 

&.F. 

1^2)  jAmd  B)(TsM6io/^ 

434 

LF 

Dl'i/.Ol  2"' J2iq\D  9oLyt<eO. 

5,f. 

DltOliOWO  iOq  iN6ThiL  a"  UNfkcsr) 

fie>e£.aU<53  in6ul,  /'/^ocfimoL 

)  /4&0 

Pl\/.0^  0^260  1002.  M6TUL  '/2" 

DflYiU^LL  (iHCLuOC .  400!) 

mon 

^.~F. 

i 

INSrALL  2"  'Tl 

fU2BlhIQ  ^  '24"  0,c.  ON  a) ALL  6 

14.79 

<oX.F, 

ON-  0^  P¥}0.O  izzi  pAmr/Mc,  Ya " 

perii/ALL 

mi» 

933702 


Individual  Building  Material  Take  OfT  Worksheet 

Building  No.  {Of  Building  Name:  fo}2.B>E'^  AS/B^UB 

1  Date  Prepared:  A  JAA/  Estimator:  X)s} L 

Sheet  2  3  1 

II  BID  ITEM  WJALL/ Qcof  /N^UtP<Ti0t4 

Description 

Quantity 

Unit 

Measurement 

0)1/  }(£>  BLscT.  OJOBK  on  OOTLBTS 

^  SN\TCNb.<E> 

4o 

EA. 

.  , 

933702 


Wed  05  Jan  1994 


D.S.  Any  Corps  of  Engineers 

PROJECT  CBlOll:  CB  BLDG  101,  ECO  |1  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 


TIME  15:28:01 


#• 


TITLE  PAGE  1 


CB  BLDG  101,  ECO  fl 
ESOS  Carlisle  Barracks 
Contract  No.  DACA65-93-C-0018 
Building  101, Wall  0  Roof  Insul. 
Carlisle  Barracks,  PA 


Designed  By:  Benatec  Associates 
Estimated  By:  Benatec  Associates 


Prepared  By: 


Benatec  Associates 


Date:  01/05/94 


M  C  A  C  E  S  GOLD  EDITION 
Composer  GOLD  Copyright  (C)  1985,  1988,  1990,  1992 
by  Building  Systems  Design,  Inc. 


Release  5.20J 


LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  UPB  ID:  NAT92A 


»ed  05  Jan  1994 


O.S.  Army  Corps  of  Engineers 

PROJECT  CBlOll:  CB  BLDG  101,  ECO  |1  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 


TIME  15:28:01 


SETTINGS  PAGE  1 


H  CONTRACTOR  SETTINGS  ** 

PCT  PCT  S  RISK  DIFF  SIZE  PERIOD  INVEST  ASSIST  SUBCON 


01  General  Contractor 

5.00 
5.00 


0.052  0.075  0.119  0.052  0.075  0.120  0.118 


OVERHEAD  S  5.00 
EOHE  OFC  P  10.00 
PROFIT  S  8.66 
BOND  P  2.00 

02  Electrical  Contractor 

OVERHEAD  P  5.00 
HOME  OFC  P  10.00 
PROFIT  C  8.66 
BOND  P  2.00 


LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  UPB  ID:  HAT92A 


Wed  05  Jan  1994 
TABLE  OF  CONTENTS 


No  Backup  Reports... 


O.S.  Any  Corps  of  Engineers 

PROJECT  CBlOll:  CB  BLDG  101,  ECO  fl  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 


TIME  15:23:01 
CONTENTS  PAGE  1 


SUMMARY  REPORTS  SUMMARY  PAGE 

PROJECT  OWNER  SUMMARY  -  LEVEL  1 . 1 

PROJECT  DIRECT  SUMMARY  -  LEVEL  1 . 2 

CONTRACTOR  INDIRECT  SUMMARY . . . 3 


DETAILED  ESTIMATE  DETAIL  PAGE 

01.  Contract . 1 


i  i  i  END  TABLE  OF  CONTENTS  *  *  * 


«ed  05  Jan  1994 


IIHE  15:23:01 


U.S.  Any  Cotps  of  Engineers 

PROJECT  CBlOll:  CB  BLDG  101,  ECO  |1  -  ESOS  Carlisle  Barracks 


INTERIM  SUBMISSION  SUMMARY  PAGE  1 


e-- 

a  PROJECT  OWNER  SUMMARY  - 

LEVEL  1  ** 

QUANTITY  UOH 

CONTRACT 

ESCALATN 

CONTINGN 

SIOH 

TOTAL  COST  UNIT  COST 

01 

Contract 

1.00  EA 

12,145 

0 

607 

0 

12,752  12751.92 

CB  BLDG  101,  ECO  |1 

1. 00  EA 

12,145 

0 

607 

0 

12,752  12751.92 

LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CRE«  ID:  NAT92B  UPB  ID:  NAT92A 


Ked  05  Jan  1994 


TIME  15:28:01 


O.S.  Army  Corps  of  Engineers 

PROJECT  CBlOll:  CB  BLDG  101,  ECO  |1  ■  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 

**  PROJECT  DIRECT  SUMMARY  -  LEVEL  1  i* 


SUMMARY  PAGE  2 


TOTAL  INCL  INDIRECTS 
CONTNGENCY 

TOTAL  INCL  OWNER  COSTS 


12,145 

607 


12,752 


LABOR  ID:  R01_92  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  RAT92B  UPB  ID:  NAT92A 


Med  05  Jan  1994 


TIKE  15:28:01 


O.S.  Army  Corps  of  Engineers 

PROJECT  CBlOll:  CB  BLDG  101,  ECO  fl  -  ESOS  Carlisle  Barracks 

INTERIM  SUBMISSION  SUMMARY  PAGE  3 

**  CONTRACTOR  INDIRECT  SUMMARY  ** 


DIRECT 

OVERHEAD 

HOME  OFC 

PROFIT 

BOND 

TOTAL  COST  UNIT  COST 

GC 

General  Contractor 

8,961 

448 

941 

896 

225 

11,471  11471.09 

EL 

Electrical  Contractor 

526 

26 

55 

53 

13 

674  673.60 

LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREM  ID:  NAT92B  UPB  ID:  NAT92A 


lied  05  Jan  1994 


TIME  15:28:01 


U.S.  Any  Corps  of  Engineers 

PROJECT  CBIOII:  CB  BLDG  101,  ECO  |1  -  ESOS  Carlisle  Barracks 
DETAILED  ESTIMATE  INTERIM  SDBMISSION  DETAIL  PAGE  1 

01.  Contract 


ODAHTY  DOM  CREW  ID 

HANHRS 

LABOR 

EQOIPHNT 

MATERIAL 

OTHER 

TOTAL  COST 

Contract 

Removal  ft  Resetting  of  Hillwork 

0.03 

0.95 

0.01 

0.00 

0.00 

0.96 

848.00  LF 

OLABF 

28 

806 

6 

0 

0 

812 

Sills  S  Plates, 2x4  So  Yel  Pine 

0.02 

0.80 

0.02 

0.24 

0.00 

1.06 

Around  Doors  ft  Windows 

391.00  BF 

ACARD 

9 

313 

8 

95 

0 

416 

Jami  Extensions 

0.03 

0.79 

0.01 

0.42 

0.00 

1.22 

434.00  LF 

OLABF 

12 

343 

3 

184 

0 

529 

2*  Polyiso.,R14.3  Rigid  Insul, 

0.01 

0.26 

0.00 

0.90 

0.00 

1.16 

1926.00  SF 

ACARA 

14 

501 

5 

1,735 

0 

2,241 

6'Dnfaced  B3tt,R19  Fbgs  Insul 

0.01 

0.30 

0.00 

0.21 

0.00 

0.51 

1430.00  SF 

ACARA 

12 

440 

4 

314 

0 

758 

1/2'  Drywall,One  Layer,  One  Face 

0.02 

0.69 

0.01 

0.21 

0.00 

0.91 

On  Metal  Studs  or  Furring, (IJm)  1926.00  SF 

ACARB 

22 

773 

8 

355 

0 

1,751 

For  Taping,  Spackling,  And 

16 

556 

6 

53 

4l^d.  2'  Z  Furring,  Galv. 

2.09 

74.50 

0.72 

28.09 

0.00 

103.31 

14.79  CLF  ACARA 

31 

1,102 

11 

415 

0 

1,528 

Interior  Roller  Work 

0.01 

0.29 

0.00 

0.19 

0.00 

0.48 

One  Coat  Primer-Two  Coats  Paint 

1926.00  SF 

APTRA 

21 

553 

6 

367 

0 

926 

Electrical  Work  on  Outlets  A 

0.28 

11.00 

0.04 

2.12 

0.00 

13.16 

Switches 

40.00  EA 

EELEB 

11 

440 

1 

85 

0 

526 

Contract 

175 

5,825 

57 

3,604 

0 

9,487 

CB  BLDG  101,  ECO  |1 

175 

5,825 

57 

3,604 

0 

9,487 

LABOR  ID:  R01_92  EQDIP  ID:  RG0192 


Currency  in  DOLLARS 


CRE»  ID:  HAT92B  DPB  ID:  NAT92A 


m  05  Jan  1994 


ERROR  REPORT 


U.S.  Any  Corps  of  Engineers 

PROJECT  CBlDll:  CB  BLDG  101,  ECO  |1  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 


TIME  15:28:01 


ERROR  PAGE  1 


No  errors  detected. 


OF  ERROR  REPORT  *  t  * 


LABOR  ID:  R01_92  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  UPB  ID:  NAT92A 


CARLISLE  BARRACKS  ENERGY  STUDY 
IndividuaJ  Building  Material  Take  OfT  Worksheet 


Building  No.  /O  /  Building  Name: 


Date  Prepared:  ^4^  JAN  ^4*  Elstimator:  OsSL^  [  Sheet ^  0^3 


BID  ITEM  \^SfiTHBBSTiRlP9lhJCf  /auii^lNt 


Description 


Dliy.  (57  07^ W  HO}  PoLYUEETHANS 


Ci^uikuNCi  Of  Etrekwn.  pcofis 


■  \.\JlHDOlO‘s 


Oil/. OS  02730  1000=  iH&r^LL  mr. 


WOKrnsBsrfip  <w/  nsopubus’ 


BoLb  ON  efTemk  pooQ. 


jA/n&  4 


\\IM  0&73D  /OOl  [^sATVEP^TP! P 


pooB  dorrc/ri'S 


Quantity 


1.15 


144- 


c.Lf. 


L.F. 


LP. 


933702 


«ed  05  Jan  1994 


O.S.  Army  Corps  of  Engineers 

PROJECT  CB1013:  CB  BLDG  101,  ECO  |3  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 


TIME  15:33:58 


TITLE  PAGE  1 


CB  BLDG  101,  ECO  |3 
ESOS  Carlisle  Barracks 
Contract  No.  DACA65-93-C-0013 
Building  101,  Caulk  L  W.S. 
Carlisle  Barracks,  PA 


Designed  By:  Benatec  Associates 
Estimated  By:  Benatec  Associates 


Prepared  By: 


Benatec  Associates 


Date:  01/05/94 


MCACES  GOLD  EDITION 
Composer  GOLD  Copyright  (C)  1985,  1988,  1990,  1992 
by  Building  Systems  Design,  Inc, 

Release  5.20J 


LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  UPB  ID:  NAT92A 


U.S.  Any  Corps  of  Engineers  TIME  15:33:58 

PROJECT  CB1013:  CB  BLDG  101,  ECO  |3  -  ESOS  Carlisle  Barracks 

INTERIM  SDBHISSION  SETTINGS  PAGE  1 

a  CONTRACTOR  SETTINGS  ** 


AMOUNT  PCT  PCT  S  RISK  DIFF  SIZE  PERIOD  INVEST  ASSIST  SDBCON 


01  General  Contractor 

OVERHEAD 
HOME  OFC 
PROFIT 
BOND 


»ed  05  Jan  1994 


LABOR  ID:  R01_92  EQUIP  ID:  RG0I52 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  UPB  ID:  NAT92A 


»ed  05  Jan  1994 


U.S.  Any  Coips  of  Engineers 

PROJECT  CB1013;  CB  BLDG  101,  ECO  |3  -  ESOS  Carlisle  Barracks 
IHTERIM  SUBMISSION 


TIME  15:33:58 


TABLE  OF  CONTENTS 


CONTENTS  PAGE  1 


SDHHARY  REPORTS  SUMMARY  PAGE 

PROJECT  OWNER  SUMMARY  •  LEVEL  1 . . . I 

PROJECT  DIRECT  SUMMARY  -  LEVEL  1 . 2 

CONTRACTOR  INDIRECT  SUMMARY . 3 


DETAILED  ESTIMATE  DETAIL  PAGE 

01.  Contract . 1 


No  Backap  Reports. .. 


*  *  i  END  TABLE  OF  CONTENTS 


i  i  t 


Sed  05  Jan  1994 


TIME  15:33:58 


U.S.  Army  Corps  of  Engineers 

PROJECT  CB1013:  CB  BLDG  191,  ECO  13  -  ESOS  Carlisle  Barracks 

INTERIM  SDBMISSION  SUMMARY  PAGE  1 

**  PROJECT  OWNER  SUMMARY  -  LEVEL  1  ** 


01  Contract 


CB  BLDG  101,  ECO  13 


QUANTITY  DOM  CONTRACT  ESCALATN  CONTINGN  SIOH  TOTAL  COST  UNIT  COST 

1.00  EA  2,531  0  127  0  2,658  2657.58 

1.00  EA  2,531  0  127  0  2,658  2657,58 


LABOR  ID;  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  HAT92B  UPB  ID:  NAT92A 


»8d  05  Jan  1994 


TIME  15:33:58 


U.S.  Arty  Corps  of  Engineers 

PROJECT  CB1013:  CB  BLDG  101,  ECO  |3  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 

H  PROJECT  DIRECT  SUMMARY  -  LEVEL  1  a 


SUMMARY  PAGE  2 


OUANTITY  UOM 

HANHRS 

LABOR 

EQDIPMNT 

MATERIAL 

OTHER 

TOTAL  COST  UNIT  COST 

01  Contract 

1.00  EA 

50 

1,777 

13 

187 

0 

1,977  1977.27 

CB  BLDG  101,  ECO  |3 

1.00  EA 

50 

1,777 

13 

187 

0 

1,977  1977.27 

OVERHEAD 

SUBTOTAL 
HOME  OFC 

SUBTOTAL 

PROFIT 

SUBTOTAL 

BOND 

TOTAL  INCL  INDIRECTS 
CONTSGENCY 

TOTAL  INCL  OBNER  COSTS 


LABOR  ID:  R01_92  EOUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREB  ID:  NAT92B  UPB  ID:  NAT92A 


Wed  05  Jan  1994 


TIME  15:33:58 


GC  General  Contractor 


O.S.  Arty  Corps  of  Engineers 

PROJECT  CB1013:  CB  BLDG  101,  ECO  #3  -  ESOS  Carlisle  Barracks 

INTERIM  SUBMISSION  SUMMARY  PAGE  3 

a  CONTRACTOR  INDIRECT  SUMMARY  ** 


DIRECT 

OVERHEAD 

HOME  OFC 

PROFIT 

BOND 

TOTAL  COST  UNIT  COST 

1,977 

99 

208 

198 

50 

2,531  2531.03 

LABOR  ID:  R01J2  EQUIP  ID:  RG0I92 


Currency  in  DOLLARS 


CREW  ID:  HAT92B  UPB  ID:  NAT92A 


Sed  05  Jan  1994 


TIME  15:33:58 


O.S.  Arty  Corps  of  Engineers 

PROJECT  CB1013:  CB  BLDG  101,  ECO  f3  -  ESOS  Carlisle  Barracks 

INTERIM  SUBMISSION  DETAIL  PAGE  1 

01.  Contract 


QUANTY  UOM  CREW  ID  MANHRS  LABOR  EQUIPIfflT  MATERIAL  OTHER  TOTAL  COST 


Contract 


Polyurethane  Cmpd, l/4’xl/4'Joint 

4.65 

166.39 

1.03 

9.54 

0.00 

176.96 

on  Ext.  Doors  0  Windows 

7.15  CLF  ARFCA 

33 

1,190 

7 

68 

0 

1,265 

Mtl  Weatherstrip  «/Neoprene  Bulb 

0.07 

2.62 

0.03 

0.66 

0.00 

3.31 

For  Head  and  Jaab 

144.00  LF 

ACARB 

11 

378 

4 

95 

0 

476 

Mtl  Weatherstrip  for  Door  Bottoi 

0.21 

7.50 

0.08 

0.85 

0.00 

8.42 

Surface  Mounted  w/Vinyl  Bulb 

28.00  LF 

ACARB 

6 

210 

2 

24 

0 

236 

Bulb 

Contract 

50 

1,777 

13 

187 

0 

1,977 

CB  BLDG  191,  ECO  |3 

50 

1,777 

13 

187 

0 

1,977 

DETAILED  ESTIMATE 

# . 


LABOR  ID:  R01_92  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  UPB  ID:  NAT92A 


M  05  Jan  1994 


ERROR  REPORT 


0.8.  Amy  Corps  of  Engineers 

PROJECT  CB1013:  CB  BLDG  101,  ECO  f3  -  ESOS  Carlisle  Barracks 
INTERIM  SOBMISSION 


TIME  15:33:58 


ERROR  PAGE  1 


No  errors  detected. 


OF  ERROR  REPORT  i  *  * 


LABOR  ID:  R01_92  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  DPB  ID:  HAT92A 


■  ,  ■  - -  -  -  ■  1  111  ■'  1  III  ■  *  1  ...  M  J - 1 - 1 . . . — 

CARLISLE  BARRACKS  ENERGY  STUDY 

Individual  Building  Material  Take  Off  Worksheet 

Building  No.  /^7  Building  Name: 

1  Date  Prepared:  ^  Ji4//  Estimator:  QJL 

Sheet  ]  of  3 

II  bid  item  Wall/ fZo<CPP  lAJE>OLA,TfON 

Description 

Quantity 

Unit 

Measurement 

Dii/.E^  QemovAL  4  nno 

OP  SXiSTb  /mCLW/OBtC  ( 

S46 

t.F. 

'0\\i.O(fi  0(o\\  A2o\  ^k4-  f^A/Ai^q 

AQ^OOhiO  \U/aJO06£^  4  OcA(^  CPBH//^3 

3^\ 

t>»E 

1 

DN.OQ  P/a/€  JA/v^6  fXVsNSiOAj 

434 

LE 

Dl^Ol  INSTALL  '2"  eiCiiO  PoLYlio. 

MeoL  5D.  R- 14.3  fWALL  MeuL) 

mo> 

S.F. 

Di^.07  07^fO  /on  /^6rZiL  C^^'usPACeb 

fi&e£.QBP^s  /a/sol  fZz  n.o  fXbof/^s 

S.E. 

D\kCRCff26>0  1002.  MSfALL  '/>2l' 

Dpn'/ALA  ( {NcLODB  pool) 

l<^26> 

s/= 

Dua<j  MSTALL  SW-  2"  'z' 

Q  24-^' O.C^ 

14.7‘J 

C.L.F. 

Di\/.04  /22I  PAinritJq 

K2"  ORrwLL 

I920> 

933702 


CARLISLE  BARRACKS  ENERGY  STUDY 
Individual  Building  Material  Take  OfT  Worksheet 


Building  No.  7 


Date  Prepared: 


Estimator: 


Building  Name: 


Sheet  2  of  3 


BfD  ITEM  [VAd.i-/  QOOp-  /^^OLAT/OAJ 


Description 


puy.  i(a  blsctr.\c  oor^ 


Quantity 


Unit 

Measurement 


4o 


£A 


933702 


Thu  06  Jan  1994 


D.S.  Any  Corps  of  Engineers 

PROJECT  CB1071:  CB  BLDG  107,  ECO  |1  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 


TIME  14:48:04 


TITLE  PAGE  1 


CB  BLDG  107,  ECO  #1 
ESOS  Carlisle  Barracks 
Contract  Ho.  DACA65-93-C-0018 
Building  107, Wall  0  Roof  Insul, 
Carlisle  Barracks,  PA 


Designed  By:  Benatec  Associates 
Estimated  By:  Benatec  Associates 


Prepared  By: 


Benatec  Associates 


Date:  01/06/94 


HCACES  GOLD  EDITION 
Composer  GOLD  Copyright  (C)  1985,  1988,  1990, 
by  Building  Systems  Design,  Inc. 
Release  5.20J 


1992 


LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  UPB  ID:  NAT92A 


Thu  06  Jan  1994 


D.S.  Aray  Corps  of  Engineers 

PROJECT  CB1071:  CB  BLDG  107,  ECO  Kl  ■  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 


**  CONTRACTOR  SETTINGS  ** 
AHOONT  PCT  PCI  S  RISK 


TIME  14:48:04 
SETTINGS  PAGE  1 


BIFF  SIZE  PERIOD  INVEST  ASSIST  SDBCON 


01  General  Contractor 

5.00  5.00 

10.00 

8.66  5.00 

2.00 


5.00 

10.00 

8.66  0.052  0.075  0.119  0.052  0.075  0.120  0.118 

2.00 


OVERHEAD  S 
HOME  OFC  P 
PROFIT  S 
BOND  P 

02  Electrical  Contractor 

OVERHEAD  P 
HOME  OFC  P 
PROFIT  C 
BOND  P 


LABOR  ID:  R01J2  EQDIP  ID:  RG0I92 


Currency  in  DOLLARS 


CREH  ID:  NAT92B  OPB  ID:  NAT92A 


TIME  14:48:04 
CONTENTS  PAGE  1 


SUMMARY  REPORTS  SUMMARY  PAGE 

PROJECT  OWNER  SUMMARY  -  LEVEL  1 . 1 

PROJECT  DIRECT  SUMMARY  -  LEVEL  1 . 2 

CONTRACTOR  INDIRECT  SUMMARY . . 3 

DETAILED  ESTIMATE  DETAIL  PAGE 

01.  Contract . 1 


No  Bacitnp  Reports... 


Thn  06  Jan  1994  U.S.  Any  Corps  of  Engineers 

PROJECT  CB1071:  CB  BLDG  107,  ECO  tl  -  ESOS  Carlisle  Barracks 
TABLE  OF  CONTENTS  INTERIM  SUBMISSION 


*  *  *  END  TABLE  OF  CONTENTS  *  *  * 


Thu  06  Jan  1994 


TIME  14:48:04 


U.S.  Amy  Corps  of  Engineers 

PROJECT  CB1071:  CB  BLDG  107,  ECO  fl  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 

«  PROJECT  OWNER  SUMMARY  -  LEVEL  1  a 


SUMMARY  PAGE  1 


QUANTITY  UOH 

CONTRACT 

ESCALATN 

CONTINGN 

SlOH 

TOTAL  COST  UNIT  COST 

01  Contract 

1.00  EA 

12,145 

0 

607 

0 

12,752  12752.41 

CB  BLDG  107,  ECO  fl 

1.00  EA 

12,145 

0 

607 

0 

12,752  12752.41 

LABOR  ID:  R01_92  EQUIP  ID:  RG0192  Currency  in  DOLLARS  CREW  ID:  NAT92B  UPB  ID;  NAT92A 


Thu  06  Jan  1994 


TIME  14:48;04 


0,S.  Aray  Corps  of  Engineers 

PROJECT  CB1071;  CB  BLDG  107,  ECO  #1  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 

**  PROJECT  DIRECT  SUMMARY  -  LEVEL  1  ** 


SUMMARY  PAGE  2 


QUANTITY  DOM 

HANHRS 

LABOR 

EQUIPHNT 

MATERIAL 

OTHER 

TOTAL  COST  UNIT  COST 

01  Contract 

1.00  EA 

175 

5,826 

57 

3,604 

0 

9,488  9487.61 

CB  BLDG  107,  ECO  fl 

1.00  EA 

175 

5,826 

57 

3,604 

0 

9,488  9487.61 

OVERHEAD 

SUBTOTAL 
HOME  OFC 

SUBTOTAL 

PROFIT. 

SUBTOTAL 

BOND 

TOTAL  INCL  IHDIRECTS 
COHTHGEHCY 

TOTAL  INCL  OWNER  COSTS 


474 


9,962 

996 


10,958 

949 


11,907 

238 


12,145 

607 


12,752 


LABOR  ID:  R01J2  ECUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  HAT92B  UPB  ID:  NAT92A 


The  06  Jan  1994 


TIME  14:48:04 


D.S.  Army  Corps  of  Engineers 

PROJECT  CB1071:  CB  BLDG  107,  ECO  #1  -  ESOS  Carlisle  Barracks 
INTERIM  SOBMISSION 
**  CONTRACTOR  INDIRECT  SUMMARY  ** 


SUMMARY  PAGE  3 


DIRECT 

OVERHEAD 

HOME  OFC 

PROFIT 

BOND 

TOTAL  COST  UNIT  COST 

GC  General  Contractor 

6,720 

336 

706 

672 

169 

8,603  8603.02 

EL  Electrical  Contractor 

2,767 

138 

291 

277 

69 

3,542  3542.13 

LABOR  ID:  R01_92  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  UPB  ID:  NAT92A- 


Tin  06  Jan  1994 


IIHE  14:48:04 


D.S.  Any  Corps  of  Engineers 

PROJECT  CB1071:  CB  BLDG  107,  ECO  fl  -  ESOS  Carlisle  Barracks 
DETAILED  ESTIMATE  IMTERIH  SUBMISSION  DETAIL  PAGE  1 

01.  Contract 


QUAHTY  UOH  CREW  ID 

HANHRS 

LABOR 

EQUIPMNT 

MATERIAL 

OTHER 

TOTAL  COST 

Contract 

Reioval  &  Resetting  of  Hillwork 

0.03 

0.95 

0.01 

0.00 

0.00 

0.96 

848.00  LF  ULABF 

28 

806 

6 

0 

0 

812 

Sills  &  Plates, 2x4  So  Yel  Pine 

0.02 

0.80 

0.02 

0.24 

0.00 

1.06 

391.00  BF  ACARD 

9 

313 

8 

95 

0 

416 

Jamb  Extensions 

0.03 

0.79 

0.01 

0.42 

0.00 

1.22 

434.00  LF  ULABF 

12 

343 

3 

184 

0 

530 

2"  Polyiso.,Rl4.3  Rigid  Insul. 

0.01 

0.26 

0.00 

0.90 

0.00 

1.16 

1926.00  SF  ACARA 

14 

501 

5 

1,735 

0 

2,241 

6'Unfaced  Batt,R19  Fbgs  Insul 

0.01 

0.30 

0.00 

0.21 

0.00 

0.51 

1480.00  SF  ACARA 

12 

440 

4 

314 

0 

758 

1/2'  Drywall,One  Layer,  One  Face 

0.02 

0.69 

0.01 

0.21 

0.00 

0.91 

On  Metal  Studs  or  Purring, (13ihb)  1926.00  SF  ACARB 

22 

773 

8 

355 

0 

1,751 

For  Taping,  Spackling,  And 

16 

556 

6 

53 

4|^d.  2*  Z  Furring,  Galv. 

2.09 

74.50 

0.72 

28.09 

0.00 

103.31 

W 

14.79  CLF  ACARA 

31 

1,102 

11 

415 

0 

1,528 

Interior  Roller  Bork 

0.01 

0.29 

0.00 

0.19 

0.00 

0.48 

One  Coat  Priier-Two  Coats  Paint 

1926.00  SF  APTRA 

21 

553 

6 

367 

0 

926 

Electrical  Work  on  Outlets  & 

0.28 

11.00 

0.04 

2.12 

0.00 

13.16 

Switches 

40.00  EA  EELEB 

11 

440 

1 

85 

0 

526 

Contract 

175 

5,826 

57 

3,604 

0 

9,488 

CB  BLDG  107,  ECO  #1 

175 

5,826 

57 

3,604 

0 

9,488 

LABOR  ID:  R01_92  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  HAT92B  UPB  ID:  HAT92A 


Thn  06  Jan  1994 


ERROR  REPORT 


O.S.  Army  Corps  of  Engineers 

PROJECT  CB1071;  CB  BLDG  107,  ECO  #1  -  ESOS  Carlisle  Barracks 
IHIERIM  SUBMISSION 


TIME  14:48:04 


ERROR  PAGE  1 


No  errors  detected. 


OF  ERROR  REPORT  *  *  * 


LABOR  ID:  R01J2  EQUIP  ID:  RG0I92 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  UPB  ID:  NAT92A 


CARLISLE  BARRACKS  ENERGY  STUDY 
Individual  Building  Material  Take  Off  Worksheet 


Building  No.  lOl  J  Building  Name;  AX/SHUB _ 


Date  Prepared:  v/A/7  Estimator:  OJL  _  Sheet ^  of  3 


BID  ITEM  \^6A:rH6l2^TBlf^Pl^o/(^OU^^Q 


Description 


Di\/^  07  07^^0  1101  PoLYuizer/^AsNG' 


c:A.ULlc:i/^q  OF  BtTaPm  VooPs 


4  {\J/nDO(jO^ 


OH  Ot  05130 100(a  man 


\\lSArHei^^r72ip  Aj/  A/aoPBeNs 


BOLB  Ok!  Sy.Tal^lOl^ 


HaaoB  ^  Hsao 


0N.02>  05130  /O07  yaATHeJ2.^rPiP 


DooP.  bOTTO^S^ 


Quantity 


Unit 

Measurement 


l.\5 


C-L.E 


m 


L.F. 


L.R 


nmi 


Thn  06  Jan  1994 


O.S.  Amy  Corps  of  Engineers 

PROJECT  CB1073:  CB  BlDG  107,  ECO  |3  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 


TIME  14:51:13 


TITLE  PAGE  1 


CB  BLDG  107,  ECO  |3 
ESOS  Carlisle  Barracks 
Contract  No.  DACA65-93-C-0018 
Building  107,  Caulk  &  W.S. 
Carlisle  Barracks,  PA 


Designed  By:  Benatec  Associates 
Estiaated  By:  Benatec  Associates 


Prepared  By: 


Benatec  Associates 


Date:  01/06/94 


HCACES  GOLD  EDITI 
Composer  GOLD  Copyright  (C)  1985,  1988, 
by  Building  Systems  Design,  Inc 


Release  5.20J 


0  N 

1990,  1992 


LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CRE»  ID:  NAT92B  UPB  ID:  NAT92A 


Thu  06  Jan  1994 


#- 


O.S.  Any  Corps  of  Engineers 

PROJECT  CB1073:  CB  BlDG  107,  ECO  |3  -  ESOS  Carlisle  Barracks 
INTERIM  SOBHISSIOH 


»*  CONTRACTOR  SETTINGS  ** 
AHODNT  PCT  PCT  S  RISK 


TIME  14:51:13 
SETTINGS  PAGE  1 


BIFF  SIZE  PERIOD  INVEST  ASSIST  SDBCON 


01  General  Contractor 


OVERHEAD 

P 

5.00 

HOME  OFC 

P 

10.00 

PROFIT 

C 

8.65 

0.052  0.075  0.119  0.052  0.075  0.120  0.118 

BOND 

P 

2.00 

LABOR  ID:  R01J2  EODIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  DPB  ID:  NAT92A 


Thu  06  Jan  1994 


D.S.  Army  Corps  of  Engineers 

PROJECT  CB1073:  CB  BLDG  107,  ECO  J3  -  ESOS  Carlisle  Barracks 
INTERIM  SDBHISSION 


TIME  14:51:13 


TABLE  OF  CONTENTS 


CONTENTS  PAGE  1 


SDKHARY  REPORTS  SUMMARY  PAGE 

PROJECT  OWNER  SOMMARY  -  LEVEL  1 . 1 

PROJECT  DIRECT  SOMMARY  -  LEVEL  1 . . . 2 

CONTRACTOR  INDIRECT  SOMMARY . 3 


DETAILED  ESTIMATE  DETAIL  PAGE 

01.  Contract . 1 


No  Backup  Reports... 


i  i  i 


END  TABLE  OF  CONTENTS  *  *  * 


Thn  06  Jan  1994 


TIME  14:51:13 


O.S.  Aray  Corps  of  Engineers 

PROJECT  CB1073:  CB  BLDG  107,  ECO  #3  ■  ESOS  Carlisle  Barracks 

INTERIM  SUBMISSION  SUMMARY  PAGE  1 


**  PROJECT  OWNER  SUMMARY  - 

LEVEL  1  ** 

QUANTITY  UOH 

CONTRACT 

ESCALATN 

CONTINGN 

SIOH 

TOTAL  COST  UNIT  COST 

01 

Contract 

1.00  EA 

2,531 

0 

127 

0 

2,658 

2657.58 

CB  BLDG  107,  ECO  #3 

1.00  EA 

2,531 

0 

127 

0 

2,658 

2657.58 

LABOR  ID:  R01J2  EQUIP  ID:  RG0I92 


Currency  in  DOLLARS 


CREW  ID:  NAI92B  UPB  ID:  NAT92A 


Thn  06  Jan  1994 


TIME  14:51:13 


O.S.  Army  Corps  of  Engineers 

PROJECT  CB1073:  CB  BLDG  107,  ECO  *3  -  ESOS  Carlisle  Barracks 

IHTERIH  SUBMISSION  SUMMARY  PAGE  2 

H  PROJECT  DIRECT  SUMMARY  -  LEVEL  1  ** 


QUANTITY  UOH  MANHRS 


01  Contract  1.00  EA  50 


CB  BLDG  107,  ECO  |3  1.00  EA  50 

OVERHEAD 

SUBTOTAL 
HOME  OFC 

SUBTOTAL 
PROFIT . 

SUBTOTAL 

BOND 

TOTAL  INCL  INDIRECTS 
CONTNGENCY 

TOTAL  INCL  OWNER  COSTS 


LABOR 

EQDIPMNT 

MATERIAL 

OTHER 

TOTAL  COST  UNIT  COST 

1,777 

13 

187 

0 

1,977 

1977.27 

1,777 

13 

187 

0 

1,977 

1977.27 

99 


2,076 

208 


2,284 

198 


2,481 

50 


2,531 

127 


2,658 


LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  UPB  ID:  NAT92A 


fin  W  Jan  1994 


TIME  14:51:13 


U.S.  Arny  Corps  of  Engineers 

PROJECT  CB1073:  CB  BLDG  107,  ECO  §3  -  ESOS  Carlisle  Barracks 

IHTERIH  SDBMISSIOH  SUMMARY  PAGE  3 

*»  CONTRACTOR  INDIRECT  SUMMARY  »* 


GC  General  Contractor 


DIRECT 

OVERHEAD 

HOME  OFC 

PROFIT 

BOND 

TOTAL  COST  UNIT  COST 

1,977 

99 

208 

198 

50 

2,531  2531.03 

LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  UPB  ID:  NAT92A 


Thn  06  Jan  1994 


TIME  14:51:13 


O.S.  Aray  Corps  of  Engineers 

PROJECT  CB1073:  CB  BLDG  107,  ECO  jt3  -  ESOS  Carlisle  Barracks 


DETAILED  ESTIMATE 

0 

INTERIM  SUBMISSION 

01.  Contract 

DETAIL  PAGE  1 

QOANTY  UOM  CREW  ID 

MANBRS 

LABOR 

EQDIPMNT 

MATERIAL 

OTHER 

TOTAL  COST 

Contract 

Polprethane  Capd,l/4'il/4' Joint 

4.65 

166.39 

1.03 

9.54 

0.00 

176.96 

on  Ezt.  Doors  A  VindoHS 

7.15  CLF  ARFCA 

33 

1,190 

7 

68 

0 

1,265 

Htl  Weatherstrip  w/Neoprene  Bulb 

0.07 

2.62 

0.03 

0.66 

0.00 

3.31 

For  Bead  and  Jaab 

144.00  LF  ACARB 

11 

378 

4 

95 

0 

476 

Htl  Weatherstrip  for  Door  Bottoa 

0.21 

7.50 

0.08 

0.85 

0.00 

8.42 

Surface  Mounted  »/Vinyl  Bulb 

Bulb 

28.00  LF  ACARB 

6 

210 

2 

24 

0 

236 

Contract 

50 

1,777 

13 

187 

0 

1,977 

CB  BLDG  107,  ECO  #3 

50 

1,777 

13 

187 

0 

1,977 

LABOR  ID:  R01_92  EQDIP  ID:  RG0192 


Currency  in  DOLLARS 


CREH  ID:  NAT92B  DPB  ID:  NAT92A 


Thu  06  Jan  1994  O.S.  Amy  Corps  of  Engineers 

PROJECT  CB1073;  CB  BLDG  107,  ECO  |f3  -  ESOS  Carlisle  Barracks 
ERROR  REPORT  INTERIM  SUBMISSION 


Ho  errors  detected... 


i  t  i 


END  OF  ERROR  REPORT 


i  i  i 


TIME  14:51:13 
ERROR  PAGE  1 


LABOR  ID:  R01_92  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREB  ID:  NAT92B  UPB  ID:  NAI92A 


Individual  Building  Material  Take  Off  Worksheet 


Building  No.  //^  Building  Name:  y&>uNQ  hall- 


Date  Prepared:  ^  nJa/J  Estimator:  Sheet  /  of  / 


BID  ITEM  \^£ATHBZ^T^(PPlf^Ci /^AuLKfNCK 


Description 


DN.  (PI  Pl^ZO  /lO!  fbLYUt2erHANS 


CTAuLk'/^Cf  OF  BKT^J2fOTZ 


Dool^s  ^  F/^A^i-^o/ns 


Quantity 


DU08  0&730  loo(£  /fj’STALL  mer 


'^S/^HES^TRlP  M/  NSOflRSt^B 


BuLb  OA/  SKTS-Rioe.  VaoR. 


PS'AD  4  jArri3 


L,K 


D\'J-08  OQyBo  tocn  'UeisTmtsTaip 


Qc£>Z  bOTTOms 


'ZBl 


L.F. 


02m2 


Thu  06  Jan  1994 


D.S.  Aray  Corps  of  Engineers 

PROJECT  CB1163:  CB  BLDG  116,  ECO  »3  -  ESOS  Carlisle  Barracks 
INTERIM  SDBHISSION 


TIME  14:54:37 


TITLE  PAGE  1 


CB  BLDG  116,  ECO  13 
ESOS  Carlisle  Barracks 
Contract  No.  DACA65-93-C-0018 
Building  116,  Caulk  S  W.S. 
Carlisle  Barracks,  PA 


Designed  By:  Benatec  Associates 
Estiaated  By:  Benatec  Associates 


Prepared  By: 


Benatec  Associates 


Date:  01/06/94 


HCACES  GOLD  EDITION 
Coaposer  GOLD  Copyright  (C)  1985,  1988,  1990,  1992 
by  Building  Systeas  Design,  Inc. 


Release  5.20J 


LABOR  ID:  R01J2  EQOIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  OPB  ID:  NAT92A 


Thu  06  Jan  1994 


U.S.  Aray  Corps  of  Engineers 

PROJECT  CB1163:  CB  BLDG  116,  ECO  13  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 


TIME  14:54:37 


SETTINGS  PAGE  1 


01  General  Contractor 


a  CONTRACTOR  SETTINGS  ** 


PCT  PCT  S  RISK  BIFF  SIZE  PERIOD  INVEST  ASSIST  SUBCON 


OVERHEAD 
HOME  OFC 
PROFIT 


).052  0.075  0.119  0.052  0.075  0.120  0.118 


LABOR  ID:  R01_92  EQUIP  ID:  RG0I92 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  UPB  ID:  NAT92A 


Thu  06  Jan  1994 


0,8.  Army  Corps  of  Engineers 

PROJECT  CB1163:  CB  BlDG  116,  ECO  |3  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 


TIME  14:54:37 


TABLE  OP  CONTENTS 


CONTENTS  PAGE  1 


SBMHARY  REPORTS  SUMMARY  PAGE 

PROJECT  OMR  SUMMARY  -  LEVEL  1 . . . 1 

PROJECT  DIRECT  SUMMARY  -  LEVEL  1 . 2 

CONTRACTOR  INDIRECT  SUMMARY . 3 


DETAILED  ESTIMATE  DETAIL  PAGE 

01.  Contract . . . . . 1 


No  Backup  Reports... 


*  i  i  END  TABLE  OF  CONTENTS  *  *  * 


Thu  06  Jan  1994 


TIHE  14:54:37 


O.S.  Any  Corps  of  Engineers 

PROJECT  CB1163:  CB  BLDG  116,  ECO  13  ■  ESOS  Carlisle  Barracks 

INTERIM  SUBMISSION  SUMMARY  PAGE  1 


% 

a  PROJECT  OWNER  SUMMARY  - 

LEVEL  1  H 

QUANTITY  DOM 

CONTRACT 

ESCALATN 

CONTINGN 

SIOH 

TOTAL  COST  UNIT  COST 

01 

Contract 

1.00  EA 

16,467 

0 

823 

0 

17,290  17289.83 

CB  BLDG  116,  ECO  13 

1.00  EA 

16,467 

0 

823 

0 

17,290  17289.83 

LABOR  ID:  R01_92  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  HAT92B  UPB  ID:  NAT92A 


Tho  06  Jan  1994 


TIME  14:54:37 


U.S.  Am;  Cotps  of  Engineers 

PROJECT  CB1163:  CB  BLDG  116,  ECO  43  •  ESOS  Carlisle  Barracks 

INTERIM  SDBHISSION  SDHHARY  PAGE  2 

a  PROJECT  DIRECT  SUMMARY  -  LEVEL  1  »* 


QUANTITY  DOM  HANHRS  LABOR  EQDIPHNT  MATERIAL  OTHER  TOTAL  COST  UNIT  COST 


01  Contract  1.00  EA  313  11,191  95  1,577  0  12,864  12863.81 

CB  BLDG  116,  ECO  #3  1.00  EA  313  11,191  95  1,577  0  12,864  12863.81 

OVERHEAD  643 

SUBTOTAL  13,507 

HOME  OFC  1,351 

SUBTOTAL  14,858 

PROFIT  1,286 

SUBTOTAL  16,144 

BOND  323 

TOTAL  INCL  INDIRECTS  16,467 

CONTNGENCY  823 

TOTAL  INCL  OWNER  COSTS  17,290 


LABOR  ID:  R01J2  EQUIP  ID:  RG0192  Currency  in  DOLLARS  CREW  ID:  NAT92B  UPB  ID:  NAT92A 


Tho  06  Jan  1994 


TIME  14:54:37 


m . 

GC  General  Contractor 


O.S.  Any  Corps  of  Engineers 

PROJECT  CBli63:  CB  BLOG  115,  ECO  #3  -  ESOS  Carlisle  Barracks 

INTERIM  SUBMISSION  SUMMARY  PAGE  3 

**  CONTRACTOR  INDIRECT  SUMMARY  ** 


DIRECT 

OVERHEAD 

HOME  OFC 

PROFIT 

BOND 

TOTAL  COST  UNIT  COST 

12,864 

643 

1,351 

1,286 

323 

16,467  16466.50 

LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  UPB  ID:  NAT92A 


Thu  06  Jan  1994 


TIME  14:54:37 


B.S.  Army  Corps  of  Engineers 

PROJECT  CB1163:  CB  BLDG  116,  ECO  |3  -  ESOS  Carlisle  Barracks 


DETAILED  ESTIMATE 

m 

INTERIM  SUBMISSION 
01.  Contract 

DETAIL  PAGE  1 

w 

QUANTY  UOH  CREW  ID 

HANBRS 

LABOR 

EQUIPHNT 

MATERIAL 

OTHER  TOTAL  COST 

Contract 

Polyurethane  CBpd,l/4*il/4'Joint 

4.65 

166.39 

1.03 

9.54 

0.00 

176.96 

on  Eit.  Doors  &  Uindows 

29.16  CLF  ARFCA 

136 

4,852 

30 

278 

0 

5,160 

Mtl  Ifeatherstrip  w/Reoprene  Bulb 

0.07 

2.62 

0.03 

0.66 

0.00 

3.31 

For  Bead  and  Jamb 

1614.00  LF  ACARB 

119 

4,232 

44 

1,061 

0 

5,336 

Mtl  Beatherstrip  for  Door  Bottoi 

0.21 

7.50 

0.08 

0.85 

0.00 

8.42 

Surface  Mounted  »/Vinyl  Bulb 

281.00  IF  ACARB 

59 

2,107 

22 

238 

0 

2,367 

Bulb 

Contract 

313 

11,191 

95 

1,577 

0 

12,864 

CB  BLDG  116,  ECO  13 

313 

11,191 

95 

1,577 

0 

12,864 

LABOR  ID:  R01_92  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CRE»  ID:  NAT92B  UPB  ID:  NAT92A 


Thu  06  Jao  1994 


ERBOR  REPORT 


O.S.  Any  Corps  of  Engineers 

PROJECT  CB1163:  CB  BLDG  116,  ECO  f3  -  ESOS  Carlisle  Barracks 
INTERIM  SDBHISSION 


TIME  14:54:37 


ERROR  PAGE  1 


No  errors  detected. 


i  t  i  END  OF  ERROR  REPORT  *  *  * 


LABOR  ID:  R01_92  EQDIP  ID:  RG0192 


Currency  in  DOLLARS 


CRE«  ID:  NAT92B  DPB  ID:  NAT92A 


Building  118 
Architectural  Estimate 


CARUSLE  BARRACKS  ENERGY  STUDY 

Individual  Building  Material  Take  Off  Worksheet 

Building  No.  //3  Building  Name: 

1  Date  Prepared:  4  Estimator:  577^2  M 

Sheet  /  of  ^ 

1  ;  BID  ITEM -WAIL //2<^FlNSl>LATW  1 

Description 

Quantity 

Unit 

Measurement 

riLB  /  UJOOO  ftJlZi2,'<S»  STflfS  _  „ 

2^'20 . . 

S.F. _ 

D\t  oro  0611)  4zoi  'Zx4  \4coo  P(2mihX3i 

A0>ot^  W40o»/  iOdod  dfPa/^/z^C 

§ 

■  ;  _  ^  \  -j 

■ 

f'  py"  ^ 

M67  ihttAU  PoLyiSojNSlfLBO. 

(rnLLlllSoi.) 

4<112> 

5.F 

Piv.  01  omo  (on  iKmiL  6'^otiPAceo 

(NsoL  (i»(to 

Opoop  fNS(jL\ 

4609, 

s.F.^ 

owi.cF!  oiztooiooz  ozyuJiALL 

4‘?7i 

S,F. 

/luciubB  4ooi\ 

n\t.  0^  l^STl^LL  ypuiZl^ltiOi  Q 

S^WBBN  2^^  P)&fO  lOSuL  Bo. 

2S.56 

C.L,f. 

Olt(y)  NSTALL  r-rdk.  SOu^t?  ABS02Bi(ib 

msts  2  "tusuL.  ( -nieimR) 

2000 

S.f. 

933702 


CARLISLE  BARRACKS  ENERGY  STUDY 
^  i  Jlndividu^  Building  Material  Take  OfT  Worksheet 


^uiiding  No.  /f<$  _ Building  Name; 

Date  Prepared:  Estimator:  SffC  I  ^  ^ 


933702 


Tue  17  Hay  1994  U.S.  Arny  Corps  of  Engineers  TIME  14:51:44 

PROJECT  CBllBl:  CB  BLDG  118,  ECO  fl  -  ESOS  Carlisle  Barracks 

FREFINAL  SBBHISSIOH  TITLE  PAGE  1 


CB  BLDG  118,  ECO  il 
ESOS  Carlisle  Barracks 
Contract  No.  DACA65-93-C-0018 
Bnilding  118, Wall  &  Roof  Insul. 
Carlisle  Barracks,  PA 


Designed  By:  Benatec  Associates 
Estimated  By:  Benatec  Associates 


Prepared  By: 


Benatec  Associates 


Date:  05/17/94 


HCACES  GOLD  EDITI 
Composer  GOLD  Copyright  (C)  1985,  1988, 
by  Building  Systems  Design,  Inc 


Release  5.20J 


0  N 

1990,  1992 


LABOR  ID:  ROl  92  EOBIP  ID;  80,0192 


Currency  in  DOLLARS 


CRFW  TD-  HAT<17R  DPR  TR*  HATQ9A 


Tue  17  Hay  1994 


TIME  14:51:44 


U.S.  Any  Corps  of  Engineers 

PROJECT  CB1181:  CB  BLDG  118,  ECO  fl  -  ESOS  Carlisle  Barracks 
PREFINAl  SUBMISSION 


**  CONTRACTOR  SETTINGS  ** 
AMOUNT  PCT  PCT  S  RISK 


SETTINGS  PAGE  1 


BIFF  SIZE  PERIOD  INVEST  ASSIST  SUBCON 


01  General  Contractor 


OVERHEAD 

S 

5.00 

5.00 

HOME  OFC 

P 

10.00 

PROFIT 

S 

8.66 

5.00 

BOND 

P 

2.00 

02  Electrical  Contractor 


OVERHEAD 
ROME  OFC 
PROFIT 
BOND 


P  5.00 

P  10.00 

C  8.66 

P  2.00 


0.052  0.075  0.119  0.052  0.075  0.120  0.118 


LABOR  ID:  ROl  92  pOIHP  in-  RCfllO? 


CtiTrPPrv  ir  nflI.I.ARfi 


rpifw  rn-  ii»tqob  hpr  to* 


Tue  17  Hay  1994 
TABLE  OF  CONTESTS 


No  Backup  Reports... 


B.S.  Aray  Corps  of  Engineers 

PROJECT  CB1181:  CB  BLDG  118,  ECO  HI  -  ESOS  Carlisle  Barracks 
PREFINAL  SCBHISSION 


SOHMART  REPORTS  SUH.MARY  PAGE 

PROJECT  OWNER  SB.M.HARY  -  LEVEL  1 . 1 

PROJECT  DIRECT  SDMHARY  -  LEVEL  1 . 2 

CONTRACTOR  INDIRECT  SUMMARY . 3 


DETAILED  ESTI.MATE  DETAIL  PAGE 

01.  Contract . I 


*  *  *  END  TABLE  OF  CONTENTS  *  *  * 


TIME  14:51:44 
CONTENTS  PAGE  1 


Tue  17  Hay  1994 


TIHE  14:51:44 


U.S.  Aray  Corps  of  Engineers 

PSOJECT  CB1181:  CB  BLDG  118,  ECO  |1  -  ESOS  Carlisle  Barracis 

PREFINAL  SUBMISSION  SUMMARY  PAGE  1 

**  PROJECT  OBNER  SUMMARY  -  LEVEL  1  ** 


QUANTITY  UOM 

CONTRACT 

ESCALATN 

CONTINGN 

SIOH 

TOTAL  COST  UNIT  COST 

01  Contract 

1.00  EA 

32,949 

0 

1,647 

0 

34,596  34596.47 

CB  BLDG  118,  ECO  |1 

1.00  EA 

32,949 

0 

1,647 

0 

34,596  34596.47 

LABOR  ID:  ROl  92  th- 


Trrrpnrv  TiATTiPC 


rppw  Tn«  WBTQ1TJ  npp  rn*  uitoib 


Tue  n  May  1994 


TIME  14:51:44 


H.S.  Army  Corps  of  Engineers 

PROJECT  CB1181:  CB  BLDG  118,  ECO  fl  -  ESOS  Carlisle  Barracks 
PREFIHAL  SUBMISSION 


**  PROJECT  DIRECT  SUMMARY  -  LEVEL  1  ** 


SUMMARY  PAGE  2 


QUANTITY  UOH 

MANHRS 

01  Contract 

1.00  EA 

460 

CB  BLDG  118,  ECO  fl 

1.00  EA 

460 

OVERHEAD 

SUBTOTAL 
HOME  OFC 

SUBTOTAL 

PROFIT 

SUBTOTAL 

BOND 

TOTAL  INCL  INDIRECTS 
CONTNGENCY 

TOTAL  INCL  OWNER  COSTS 


LABOR 

EQUIPHNT 

MATERIAL 

OTHER 

TOTAL  COST  UNIT  COST 

15,265 

140 

12,201 

0 

27,605  27604.62 

15,265 

140 

12,201 

0 

27,605  27604.62 

954 


28,559 

2,003 


30,562 

1,908 


32,470 

479 


32,949 

1,647 


34,596 


LABOR  ID:  ROl  92  EOUIP  ID;  RG0192 


Cnrrencv  in  DOLLARS 


CREW  ID:  NAT97B  UPB  ID;  NAT97A 


Tue  17  Hay  1994 


TIME  14:51:44 


U.S.  Amy  Corps  of  Engineers 

PROJECT  CB1181:  CB  BLDG  118,  ECO  fl  -  ESOS  Carlisle  Barracks 
PREFINAL  SUBMISSION 
*t  CONTRACTOR  INDIRECT  SUMMARY  ** 


SUMMARY  PAGE  3 


DIRECT  OVERHEAD  HOME  OFC  PROFIT  BOND  TOTAL  COST  UNIT  COST 


«<  Non-Contracted  Work  >» 
GC  General  Contractor 
EL  Electrical  Contractor 


8,526 

18,684 

395 


0  0  0 

934  1,962  1,869 

20  41  39 


0  8,526  8525.81 
469  23,918  23918.07 
10  505  505.14 


LABOR  ID:  ROl  92  ^miTP  rn-  or.niq? 


CHrrpnrv  in  HOMARS 


rPFW  TO*  DPR  NATQ?* 


Tue  17  May  1994  C.S.  Any  Corps  of  Engineers  TIME  14:51:44 

PROJECT  CB1181:  CB  BLDG  118,  ECO  fl  -  ESOS  Carlisle  Barracks 


DETAILED  ESTIMATE 

• 

PREFINAL  SUBMISSION 
01.  Contract 

DETAIL  PAGE  1 

CCANTY  UOM  CREW  ID 

HANHRS 

LABOR 

EOOIPHNT 

MATERIAL 

OTHER 

TOTAL  COST 

Contract 

Demo.  Interior  Acoustical  Tile 

0.01 

0.19 

0.00 

0.00 

0.00 

0.19 

&  Sood  Furring  Strips 

2320.00  SF  BLABF 

15 

441 

3 

0 

0 

444 

Sills  &  Plates, 2x4  So  Yel  Pine 

0.02 

0.80 

0.02 

0.24 

0.00 

1.06 

163.00  BF  ACARD 

4 

130 

3 

40 

0 

173 

2'  Polyiso.,R14.3  Rigid  Insul. 

0.01 

0.26 

0.00 

0.90 

0.00 

1.16 

4973.00  SF  ACARA 

36 

1,293 

12 

4,481 

0 

5,786 

6'Unfaced  Batt,R19  Fbgs  Insul 

0.01 

0.30 

0.00 

0.21 

0.00 

0.51 

4508.00  SF  ACARA 

38 

1,340 

13 

956 

0 

2,308 

l,/2"  Drywall,One  Layer,  One  Face 

0.02 

0.69 

0.01 

0.21 

0.00 

0.91 

On  Metal  Studs  or  Furring,  (IJnii)  4973.09  SF  ACARB 

56 

1,995 

21 

917 

0 

4,521 

For  Taping,  Spackling,  And 

40 

1,436 

15 

138 

Std.  2’  Z  Furring,  Galv. 

2.09 

74.50 

0.72 

28.09 

0,00 

103.31 

25,55  CLF  ACARA 

53 

1,904 

18 

718 

0 

2,640 

Thick  Sound  Absorbing  Panels 

0.03 

1.23 

0.01 

1.86 

0.00 

3.10 

2000.00  SF  ACARA 

69 

2,460 

24 

3,710 

0 

6,194 

Interior  Roller  llork 

0.01 

0.29 

0.00 

0.19 

0.00 

0.48 

One  Coat  Primer-Two  Coats  Paint 

4973.00  SF  APTRA 

53 

1,427 

16 

949 

0 

2,392 

4'  Vinyl  Base 

0.02 

0.61 

0.00 

0.74 

0.00 

1.36 

310.00  LF  APAPA 

7 

189 

1 

230 

0 

420 

Electrical  Work  on  Outlets  & 

0.28 

11.00 

0.04 

2.12 

0.00 

13.15 

Switches 

30.00  EA  EELEB 

8 

330 

1 

64 

0 

395 

lead  Paint  Abatement 

0.03 

1.00 

0.01 

0.00 

0.00 

1.01 

2520.00  SF  DLABB 

80 

2,320 

12 

0 

0 

2,332 

Contract 

460 

15,265 

140 

12,201 

0 

27,605 

CB  BLDG  118,  ECO  #1 

460 

15,265 

140 

12,201 

0 

27,605 

LABOR  TD:  ROi  q?  rflDTP  in- 


CiiTTPrirv  nOLt.ARq 


CRFU  in*  NATOqR  nPR  TB;  NATq?A 


Tue  17  Hay  1994  O.S.  Any  Corps  of  Engineers 

PROJECT  CB1181:  CB  BLDG  118,  ECO  fl  -  ESOS  Carlisle  Barracks 
ERROR  REPORT  PREFIHAL  SUBMISSION 

•  . 


No  errors  detected... 


i  i  i 


END  OF  ERROR  REPORT  *  *  * 


TIME  14:51:44 
ERROR  PAGE  1 


LABOR  ID:  ROl  92  FOFIF  to-  ur,ntQ7 


rnrrpnrv  nOMlPC 


PPTTW  Tn.  WSTQ9P  TIPP  TP* 


CARLISLE  BARRACKS  ENERGY  STUDY 
; ;  indlviduaJ  Building  Material  Take  Off  Worksheet 


Building  No.  _ _ Building  Nuine;  ^OO'T  _ 

Dflte  Prepared:  ^  ^  Estimator:  14,  STjcK _  Sheet  /  of  ? 


BID  ITEM  •  itBot,  ($L  /PBL,  //.  UfifJoocM^ 


Description 


l^}S  <2. 


Unit 

Quantity  Measurement 


cmikmi  Fmm  ^  msr. 


AUjm.  m 


sms’ 


933702 


Hon  10  Jan  1994 


O.S.  Army  Corps  of  Engineers 

PROJECT  CB1222;  CB  BLDG  122,  ECO  #2  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 


TIME  14:21:13 


TITLE  PAGE  1 


CB  BLDG  122,  ECO  |2 
ESOS  Carlisle  Barracks 
Contract  No.  DACA65-93-C-0018 
Building  122,  Windows 
Carlisle  Barracks,  PA 


Designed  By;  Benatec  Associates 
Estiaated  By:  Benatec  Associates 


Prepared  By; 


Benatec  Associates 


Date:  01/10/94 


HCACES  GOLD  EDITION 
Coaposer  GOLD  Copyright  (C)  1985,  1988,  1990,  1992 
by  Building  Systeas  Design,  Inc. 


Release  5.20J 


LABOR  ID:  R01_92  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  DPB  ID:  NAT92A 


Mon  10  Jan  1994 


O.S.  Army  Corps  of  Engineers 

PROJECT  CB1222:  CB  BLDG  122,  ECO  f2  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 


TIME  14:21:13 


SETTINGS  PAGE  1 

H  CONTRACTOR  SETTINGS  h 

AMOUNT  PCT  PCT  S  RISK  DIFF  SIZE  PERIOD  INVEST  ASSIST  SUBCON 


01  General  Contractor 


OVERHEAD 

P 

5.00 

HOME  OFC 

P 

10.00 

PROFIT 

C 

8.65 

0.052  0.075  0.119  0.052  0.075  0.120 

BOND 

P 

2.00 

LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREN  ID:  NAT92B  UPB  ID:  NAT92A 


Hon  10  Jan  1994 


D.S.  Amy  Corps  of  Engineers 

PROJECT  CB1222:  CB  BLDG  122,  ECO  f2  -  ESOS  Carlisle  Barracks 
IHTERIH  SDBHISSIOJI 


TIME  14:21:13 


TABLE  OF  CONTENTS 


CONTENTS  PAGE  1 


SBHHARY  REPORTS  SUMMARY  PAGE 


SUMMARY  REPORTS  SUMMARY  PAGE 

PROJECT  OHHER  SUMMARY  -  LEVEL  1 . 1 

PROJECT  DIRECT  SUMMARY  -  LEVEL  1 . 2 

CONTRACTOR  INDIRECT  SUMMARY . 3 


DETAILED  ESTIMATE  DETAIL  PAGE 

01.  Contract . 1 


Ho  Backup  Reports... 


i  *  *  END  TABLE  OF  CONTENTS  *  *  * 


Hon  10  Jan  1994 


TIHE  14:21:13 


D.S.  Aiity  Corps  of  Engineers 

PROJECT  CB1222:  CB  BLDG  122,  ECO  Jf2  -  ESOS  Carlisle  Barracks 

IHTERIM  SDBHISSION  SDHHARY  PAGE  1 

a  PROJECT  OWNER  SDHHARY  -  LEVEL  1  o 


ODANTITY  DOH 

CONTRACT 

ESCALATN 

CONTINGN 

SIOH 

TOTAL  COST  DNIT  COST 

01  Contract 

1.00  EA 

23,088 

0 

1,154 

0 

24,242  24242.45 

CB  BLDG  122,  ECO  f2 

1.00  EA 

23,088 

0 

1,154 

0 

24,242  24242.45 

LABOR  ID:  R01J2  EQDIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  HAI92B  DPB  ID:  HAT92A 


Mon  10  Jan  1994 


TIME  14:21:13 


O.S.  Any  Corps  of  Engineers 

PROJECT  CB1222:  CB  BLDG  122,  ECO  f2  -  ESOS  Carlisle  Barracks 

INTERIM  SDBHISSION  SDMHARY  PAGE  2 

**  PROJECT  DIRECT  SUMMARY  -  LEVEL  1  ** 


QUANTITY  UOM 

MANHRS 

LABOR 

EQUIPMNT 

MATERIAL 

OTHER 

TOTAL  COST  UNIT  COST 

01  Contract 

1.00  EA 

369 

4,712 

49 

13,276 

0 

18,037  18036.63 

CB  BLDG  122,  ECO  |2 

1.00  EA 

369 

4,712 

49 

13,276 

0 

18,037  18036.63 

OVERHEAD  902 


SUBTOTAL 
HOME  OFC 

SUBTOTAL 

PROFIT. 


SUBTOTAL 

BOND 


18,938 

1,894 


20,832 

1,803 


22,635 

453 


TOTAL  INCL  INDIRECTS  23,088 

CONTNGENCY  1,154 


TOTAL  INCL  OWNER  COSTS 


24,242 


LABOR  ID;  R01J2  EQUIP  ID:  R60192 


Currency  in  DOLLARS 


CREW  ID;  NAT92B  UP6  ID:  NAT92A 


Hon  10  Jan  1994 


TIME  14:21:13 


U.S.  Army  Corps  of  Engineers 

PROJECT  CB1222:  CB  BLDG  122,  ECO  J2  -  ESOS  Carlisle  Barracks 

INTERIM  SUBMISSION  SUMMARY  PAGE  3 

a  CONTRACTOR  INDIRECT  SUMMARY  ** 


GC  General  Contractor 


DIRECT 

OVERHEAD 

HOME  OFC 

PROFIT 

BOND 

TOTAL  COST  UNIT  COST 

18,037 

902 

1,894 

1,803 

453 

23,088  23088.05 

LABOR  ID:  R01_92  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREN  ID:  NAT92B  UPB  ID:  NAT92A 


Hod  10  Oan  1994 


TIME  14:21:13 


O.S.  Arty  Corps  of  Ergineers 

PROJECT  CB1222:  CB  BLDG  122,  ECO  #2  -  ESOS  Carlisle  Barracks 

INTERIM  SUBMISSION  DETAIL  PAGE  1 

01.  Contract 


ODANTY  DOM  CREW  ID  MANHRS  LABOR  EQOIPHNT  MATERIAL  OTHER  TOTAL  COST 


Contract 


3/16"  Clear  Glass  Stom  Panel 

0.06 

0.79 

0.01 

2.23 

0.00 

3.02 

5964.00  SF  AGLAB 

369 

4,712 

49 

13,276 

0 

18,037 

Contract 

369 

4,712 

49 

13,276 

0 

18,037 

CB  BLDG  122,  ECO  |2 

369 

4,712 

49 

13,276 

0 

18,037 

DETAILED  ESTIMATE 


LABOR  ID:  R01J2  EQDIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  OPB  ID:  NAT92A 


Hon  10  Jan  1994 


U.S.  Arny  Corps  of  Engineers 

PBOJECT  CB1222:  CB  BLDG  122,  ECO  #2  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 


TIME  14:21:13 


ERROR  REPORT 


ERROR  PAGE  1 


No  errors  detected... 


i  t  i 


END  OF  ERROR  REPORT 


i  i  i 


LABOR  ID;  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREN  ID:  NAT92B  DPB  ID;  NAT92A 


CARLISLE  BAJOtAO^  ENERGY  STUDY 
Individual  Building  Material  Take  Off  Worksheet  _ _ 


Building  No.  \Z2 _ _ Building  Name;  fiOOT  I4AUL _ 

Date  Prepared:  6  Estimator:  ?flolh _ Sheet  ^  of 


BID  mM^mf^rr}fsi2STizfppM/eAuLM^<k 


Description 


D\\f.  01  01920  not  poLyv(^^HA^e. 


WOouJ2 


Unit 

Quantity  Measurement 


^•(n(0 


>11/.  OB  />B7^0  I006>  zASrA/Z/A/S,  niBT. 


u/mrM2f2S7i^/p  h/BoppB^f^ 


£>01^  pootz 


OB  otmo  1007  vJBffrH^(2Sff2if=> 


tOQO(Z  BoTn 


933702 


Hon  10  Jan  1994 


O.S.  Any  Corps  of  Engineers 

PROJECT  CB1223:  CB  BLDG  122,  ECO  13  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 


TIME  14:24:59 


TITLE  PAGE  1 


CB  BLDG  122,  ECO  13 
ESOS  Carlisle  Barracks 
Contract  No.  DACA65-93-C-0018 
Building  122,  Caulk  &  y.S. 
Carlisle  Barracks,  PA 


Designed  By:  Benatec  Associates 
Estimated  By:  Benatec  Associates 


Prepared  By: 


Benatec  Associates 


Date:  01/10/94 


HCACES  GOLD  EDITION 
Composer  GOLD  Copyright  (C)  1985,  1988,  1990,  1992 
by  Building  Systems  Design,  Inc. 


Release  5.20J 


LABOR  ID:  R01J2  EQUIP  ID:  RG0152 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  UPB  ID:  HAT92A 


Mon  10  Jan  1994 


O.S.  Amy  Corps  of  Engineers 

PROJECT  CB1223:  CB  BLDG  122,  ECO  f3  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 


TIME  14:24:59 


SETTINGS  PAGE  1 

**  CONTRACTOR  SETTINGS  ** 

AMOUNT  PCT  PCT  S  RISK  DIFF  SIZE  PERIOD  INVEST  ASSIST  SUBCON 


01  General  Contractor 


OVERHEAD 

P 

5.00 

HOME  OFC 

P 

10.00 

PROFIT 

C 

8.65 

0.052  0.075  0.119  0.052  0.075  0.120  0.118 

BOND 

P 

2.00 

LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B 


DPB  ID:  NAT92A 


Hon  10  Jan  1994 


O.S.  Any  Corps  of  Engineers 

PROJECT  CB1223:  CB  BLDG  122,  ECO  #3  -  ESOS  Carlisle  Barracks 
IHTERIH  SBBHISSIOH 


TIME  14:24:59 


TABLE  OF  CONTENTS 


CONTENTS  PAGE  1 


SDHHARY  REPORTS  SDHHARY  PAGE 

PROJECT  ONNER  SUMMARY  -  LEVEL  1 . 1 

PROJECT  DIRECT  SUMMARY  -  LEVEL  1 . 2 

CONTRACTOR  INDIRECT  SUMMARY . 3 


DETAILED  ESTIMATE  DETAIL  PAGE 

01.  Contract . 3 


Ho  Backup  Reports... 


*  *  *  END  TABLE  OF  CONTENTS 


i  i  i 


Mon  10  Jan  1994 


TIME  14:24:59 


O.S.  irmy  Corps  of  Engineers 

PROJECT  CB1223:  CB  BLDG  122,  ECO  f3  -  ESOS  Carlisle  Barracks 

INTERIM  SUBMISSION  SUMMARY  PAGE  1 


• 

*»  PROJECT  OWNER  SUMMARY  - 

LEVEL  1  ** 

QUANTITY  DOM 

CONTRACT 

ESCALATN 

CONTINGN 

SIOB 

TOTAL  COST  UNIT  COST 

01 

Contract 

1.00  EA 

14,922 

0 

746 

0 

15,668  15667.82 

CB  BLDG  122,  ECO  13 

1.00  EA 

14,922 

0 

746 

0 

15,668  15667.82 

LABOR  ID:  R01_92  EQDIP  ID:  RG0192 


Cnrrency  in  DOLLARS 


CREH  ID;  NAT92B  DPB  ID;  NAT92A 


Hon  10  Jan  1994 


TIME  14:24:59 


D.8.  Aray  Corps  of  Engineers 

PROJECT  CB1223:  CB  BLDG  122,  ECO  #3  -  ESOS  Carlisle  Barracks 
INTERIM  SDBHISSION 

H  PROJECT  DIRECT  SUMMARY  -  LEVEL  1  ** 


SUMMARY  PAGE  2 


QUANTITY  DOM 

HAHHRS 

LABOR 

EQUIPMNT 

MATERIAL 

OTHER 

TOTAL  COST  UNIT  COST 

01  Contract 

1.00  EA 

304 

10,859 

71 

727 

0 

11,657  11657.02 

CB  BLDG  122,  ECO  |3 

1,00  EA 

304 

10,859 

71 

727 

0 

11,657  11657.02 

OVERHEAD 

SUBTOTAL 
HOME  OFC 

SUBTOTAL 

PROFIT. 

SUBTOTAL 

BOND 

TOTAL  INCL  INDIRECTS 
CONTNGENCY 

TOTAL  INCL  OWNER  COSTS 


583 


12,240 

1,224 


13,464 

1,165 


14,629 

293 


14,922 

746 


15,668 


LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  HBT92B  UPB  ID:  NAT92A 


Hod  10  Jan  1994 


TIME  14:24:59 


U.S.  Amy  Corps  of  Engineers 

PROJECT  CB1223:  CB  BLDG  122,  ECO  »3  -  ESOS  Carlisle  Barracks 

IHTERIH  SUBMISSION  SUMMARY  PAGE  3 

1*  CONTRACTOR  INDIRECT  SUMMARY  ** 


DIRECT  OVERHEAD  HOME  OFC  PROFIT  BOND  TOTAL  COST  UNIT  COST 


GC  General  Contractor  11,657  583  1,224  1,165  293  14,922  14921.73 


LABOR  ID:  R01_92  EQUIP  ID;  RG0192 


Currency  in  DOLLARS 


CREH  ID;  HAT92B  UPB  ID;  NAT92A 


Mod  10  Jan  1994 


TIME  14:24:59 


D.S,  Any  Corps  of  Engineers 

PROJECT  CB1223:  CB  BLDG  122,  ECO  13  -  ESOS  Carlisle  Barracks 
DETAILED  ESTIMATE  INTERIM  SUBMISSION  DETAIL  PAGE  1 

01.  Contract 


F- . 

ODANTY  DOM  CREW  ID 

HARHRS 

LABOR 

EQDIPMHT 

MATERIAL 

OTHER 

TOTAL  COST 

Contract 

Polyurethane  Capd,l/4*xl/4'3oint 

4.65 

166.39 

1.03 

9.54 

0.00 

176.96 

on  Ext.  Doors  &  Windows 

60.66  CLP  ARFCA 

282 

10,093 

63 

579 

0 

10,735 

Htl  Weatherstrip  w/Neoprene  Bulb 

0.07 

2.62 

0.03 

0.66 

0.00 

3.31 

For  Bead  and  Jaib 

172.00  LF  ACARB 

13 

451 

5 

113 

0 

569 

Htl  Weatherstrip  for  Door  Bottoa 

0.21 

7.50 

0.08 

0.85 

0.00 

8.42 

Surface  Mounted  w/Vinyl  Bulb 

Bulb 

42.00  LF  ACARB 

9 

315 

3 

36 

0 

354 

Contract 

304 

10,859 

71 

727 

0 

11,657 

CB  BLDG  122,  ECO  #3 

304 

10,859 

71 

727 

0 

11,657 

LABOR  ID:  R01_92  EOOIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  HAT92B  DPB  ID:  NAI92A 


Mon  10  Jan  1994  O.S.  Any  Corps  of  Engineers  TIME  14:24:59 

PROJECT  CB1223;  CB  BLDG  122,  ECO  #3  -  ESOS  Carlisle  Barracks 

ERROR  REPORT  INTERIM  SUBMISSION  ERROR  PAGE  1 


No  errors  detected... 


*  *  *  END  OF  ERROR  REPORT  *  *  * 


LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREN  ID:  NAT92B  UPB  ID:  NAT92A 


Building  No. 


CARLISLE  BARRACKS  ENERGY  STXJDY 
IndividuM  Building  Material  Take  Off  Worksheet _ 


Building  Name:  ie<5oT  mall  _ 


Sheet  3of 


Date  Prepared:  ^  v1AN/#94  Estimator: _ /A*  ST/cM 


BID  ITEM  -  U»VV 


Description  _ 


D\\f.  SoLt^^ 


BKlSTt^  IH’T.  SIDS  OEJ^MOo^ 


9r/ABjL 


Unit 

Quantity 

Measurement 

933702 


Hon  10  Jan  1994 


0.8.  Amy  Corps  of  Engineers 

PROJECT  CB1224;  CB  BLDG  122,  ECO  12  -  ESOS  Carlisle  Barracks 
ISTERIH  SDBHISSION 


TIHE  14:29:56 


TITLE  PAGE 


1 


CB  BLDG  122,  ECO  |2 
ESOS  Carlisle  Barracks 
Contract  No.  DACA65-93-C-0018 
Building  122,  Low  *E'  Glass 
Carlisle  Barracks,  PA 


Designed  By:  Benatec  Associates 
Estiiated  By:  Benatec  Associates 


Prepared  By: 


Benatec  Associates 


Date:  01/10/94 


HCACES  GOLD  EDITION 
Composer  GOLD  Copyright  (C)  1985,  1988,  1990,  1992 
by  Building  Systems  Design,  Inc. 


Release  5.20J 


LABOR  ID:  R01_92  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  DPB  ID:  NAT92A 


Hoo  10  Jao  1994 


O.S.  Aray  Corps  of  Engineers 

PBOJECT  CB1224:  CB  BLDG  122,  ECO  #2  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 


TIME  14:29:56 


SETTINGS  PAGE  1 

**  CONTRACTOR  SETTINGS  ** 

AMOUNT  PCT  PCT  S  RISK  DIFF  SIZE  PERIOD  INVEST  ASSIST  SUBCON 


01  General  Contractor 


OVERHEAD 

P 

5.00 

HOKE  OFC 

P 

10.00 

PROFIT 

C 

8.65 

0.052  0.075  0.119  0.052  0.075  0.120  0.118 

BOND 

P 

2.00 

LABOR  ID:  R01_92  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  UPB  ID:  NAT92A 


Mod  10  Jan  1994 


U.S.  Aray  Corps  of  EDgineers 

PROJECT  CB1224:  CB  BLDG  122,  ECO  f2  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 


TIME  14:29:56 


TABLE  OF  CONTENTS 


CONTENTS  PAGE  1 


SUMMARY  REPORTS  SUMMARY  PAGE 

PROJECT  ONNER  SUMMARY  -  LEVEL  1 . 1 

PROJECT  DIRECT  SUMMARY  -  LEVEL  1 . 2 

CONTRACTOR  INDIRECT  SUMMARY . 3 


DETAILED  ESTIMATE  DETAIL  PAGE 

01.  Contract . 1 


No  Backup  Reports... 


*  *  »  END  TABLE  OF  CONTENTS  *  *  * 


Hon  10  Jan  1994 


TIME  14:29:56 


U.S.  Arty  Corps  of  Engineers 

PROJECT  CB1224:  CB  BLDG  122,  ECO  |2  -  ESOS  Carlisle  Barracks 

ISTE8IH  SUBMISSION  SUMMARY  PAGE  1 


•- 

**  PROJECT  OWNER  SUMMARY  * 

LEVEL  1  ** 

QUANTITY  UOM 

CONTRACT 

ESCALATN 

CONTINGN 

SIOH 

TOTAL  COST  UNIT  COST 

01 

Contract 

1.00  EA 

72,628 

0 

3,631 

0 

76,259  76258.97 

CB  BLDG  122,  ECO  #2 

1.00  EA 

72,628 

0 

3,631 

0 

76,259  76258.97 

LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  UPB  ID:  NAT92A 


Hon  10  Jan  1994 


TIME  14:29:56 


B.S.  Amy  Corps  of  Engineers 

PROJECT  CB1224:  CB  BLDG  122,  ECO  #2  -  ESOS  Carlisle  Barracks 

IHTERIH  SUBMISSION  SUMMARY  PAGE  2 

a  PROJECT  DIRECT  SUMMARY  -  LEVEL  1  ** 


OUANTIIY  DOM  MANHRS  LABOR  BQOIPMNT  MATERIAL  OTHER  TOTAL  COST  UNIT  COST 


01  Contract  1.00  EA  822  10,505  110  46,123  0  56,737  56737.44 

CB  BLDG  122,  ECO  #2  1.00  EA  822  10,505  110  46,123  0  56,737  56737.44 

OVERHEAD  2,837 

SUBTOTAL  59,574 

HOME  OFC  5,957 

SUBTOTAL  65,532 

PROFIT  -  5,672 

SUBTOTAL  71,204 

BOND  1,424 

TOTAL  INCL  INDIRECTS  72,628 

CONTHGENCY  3,631 

TOTAL  INCL  OWNER  COSTS  76,259 


LABOR  ID:  R01_92  EQUIP  ID:  RG0I92  Currency  in  DOLLARS  CREW  ID:  HAT92B  UPB  ID:  NAT92A 


Hoo  10  Jao  1994 


TIME  14:29:56 


U.S.  Amy  Corps  of  Engineers 

PROJECT  CB1224:  CB  BLDG  122,  ECO  #2  -  E80S  Carlisle  Barracks 

IRTERIB  SUBMISSION  SBHHARY  PAGE  3 

**  CONTRACTOR  INDIRECT  SBHHARY  ** 


DIRECT 

OVERHEAD 

HOME  OFC 

PROFIT 

BOND 

TOTAL  COST  UNIT  COST 

GC  General  Contractor 

56,737 

2,837 

5,957 

5,672 

1,424 

72,628  72627.59 

LABOR  ID:  R01_92  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  BPB  ID:  NAT92A 


Mon  10  Jan  1994 


TIME  14:29:56 


U.S.  Aray  Corps  of  Engineers 

PROJECT  CB1224:  CB  BLDG  122,  ECO  f2  -  ESOS  Carlisle  Barracks 

INTERIM  SDBHISSION  DETAIL  PAGE  1 

01.  Contract 


OUAHTY  OOH  CREH  ID  MAHHRS  LABOR  EQDIPHNT  MATERIAL  OTHER  TOTAL  COST 


Contract 


Solar  Fill  on  Ext.  Hindows 

6216.00  SF  AGLAB 

0.13 

822 

1.69 

10,505 

0.02 

110 

7.42 

46,123 

0.00 

0 

9.13 

56,737 

Contract 

822 

10,505 

110 

46,123 

0 

56,737 

CB  BLDG  122,  ECO  |2 

822 

10,505 

110 

46,123 

0 

56,737 

DETAILED  ESTIMATE 


m. 


LABOR  ID:  R01J2  EQDIP  ID:  RG0I92 


Currency  in  DOLLARS 


CREH  ID:  HAT92B  DPB  ID:  NAT92A 


Hon  10  Jan  1994 


ERROR  REPORT 


D.S.  An;  Corps  of  Engineers 

PROJECT  CB1224.-  CB  BLDG  122,  ECO  #2  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 


TIME  14:29:56 


ERROR  PAGE  1 


No  errors  detected. 


*  »  *  END  OF  ERROR  REPORT  *  *  * 


LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREH  ID:  NAT92B  UPB  ID:  BAT92A 


Building  201 

(Typical  for  202,  203,  and  204) 


Architectural  Estimate 


CAj^ISLE  BAI^CKS  ENERGY  STUDY 
Individual  Building  M  Off  Worksheet 


Building  No.  I  Building  Name;  MAf^S/^ALL  E IDQG 


Date  Prepared:  5  JAA/.  ^4“  Estimator:  Sheet  /  of  ^ 


BID  ITEM  ll/AU./ /^^ULAT/OtJ 


Description 


0\^.d2  V^movAL  # 


Of  BXiero.  rrwLLxmRic  (Btsa 


^  CASfriQe)  R^5T  HoOR,  ONL 


ON.  O0>  <%//  4201  2x4  \y^0P 


AQooMO  Of^NRCie 


D\\/.d{^  I  x'^ 


Dw/.Ol  INSTALL  e-'' f2iaiD  fbLYlSO. 


fN60L .  BP.  H-  14, 3  (if/A46  /NSOL . ' 


OitCn  01210  fo/y  /nstall  G^'U^f^ceb 


-l3f20LAS5  /NSUL .  fZ'.  f9.0 /PHOT /NSvi 


/002  /N STALL  ^ 


ORYLOA  LL  F IN  sL  uO  a  400t ' 


D(i/.FR  /^STALL  ^ro,  'Z' 


fumNQ  e  €4" as.  on  p)alls 


Vnj.09  04920  IZZl  PAiNTiNCf  Z/^- 


DfLyiNALL 


Unit 

Quantity  Measurement 


107 


4g 


S2Cfi 


e70> 


^2U 


2.00 


e2o> 


Lf. 


LF. 


3.F. 


S.F. 


s.LE 


miQi 


^ :  CAMJSLE  BARRACXSl^®  STUDY 
Indi^du^  Buildiiig  '^teri^  TaJ<«  Off  Wo 


Building  No.  Zol  [  Building  Name:  mARS/^ALL  RlDQe 

Dale  Prepared:  ^  ^4"  Estimator:  £)JL,  Sheet  ^of  3 


BID  ITEM  WALL/ L2ooF  fNSOLiAl'tOt^ 


Description  _ 


Dit/.  tie  ELscmtc  oooe<  o/j  ooj- 


lbt^  ^  suAircHs^ 


Unit 

Quantity  Measurement 


933702 


Sed  05  Jan  1994 


O.S.  Any  Corps  of  Engineers 

PROJECT  CB2011:  CB  BLDG  201,  ECO  |1  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 


TIME  15:50:17 


TITLE  PAGE 


1 


CB  BLDG  201,  ECO  fl 
ESOS  Carlisle  Barracks 
Contract  No.  DACA65-93-C-0018 
Building  201, Wall  A  Roof  Insul. 
Carlisle  Barracks,  PA 


Designed  By:  Benatec  Associates 
Estimated  By;  Benatec  Associates 


Prepared  By: 


Benatec  Associates 


Date:  01/05/94 


HCACES  GOLD  EDITION 
Composer  GOLD  Copyright  (C)  1985,  1988,  1990, 
by  Building  Systems  Design,  Inc. 
Release  5.20J 


1992 


LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  UPB  ID;  NAT92A 


Ked  05  Jan  1994 


U.S.  Amy  Corps  of  Engineers 

PROJECT  CB2011:  CB  BLDG  201,  ECO  |1  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 


TIME  15:50:17 


SETTINGS  PAGE  1 


**  CONTRACTOR  SETTINGS  h 


01  General  Contractor 


PCT  PCT  S  RISK  BIFF  SIZE  PERIOD  INVEST  ASSIST  SDBCON 


OVERHEAD 
HOME  OFC 
PROFIT 
BOND 


5.00  5. 

10.00 
3.66  5. 
2.00 


02  Electrical  Contractor 


OVERHEAD 
HOME  OFC 
PROFIT 
BOND 


0.052  0.075  0.119  0.052  0.075  0.120  0.118 


LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREli  ID:  NAI92B  UPB  ID:  HAT92A 


«ed  05  Jan  1994 
TABLE  OF  COHTEHTS 


No  Backup  Reports... 


B.S.  Aray  Corps  of  Engineers 

PROJSCT'CB2011:  CB  BLDG  201,  ECO  fl  -  ESOS  Carlisle  Barracks 
INTERIM  SL'BHISSION 


SUMMARY  REPORTS  SUMMARY  PAGE 

PROJECT  ONNER  SUMMARY  -  LEVEL  1 . . 1 

PROJECT  DIRECT  SUMMARY  -  LEVEL  1 . 2 

CONTRACTOR  INDIRECT  SUMMARY . . . 3 


DETAILED  ESTIMATE  DETAIL  PAGE 

01.  Contract . 1 


TIME  15:50:17 
CONTENTS  PAGE  1 


i  i  i 


END  TABLE  OF  CONTENTS  *  i  t 


wed  05  Jar.  1994 


TIME  15:50:17 


U.S,  Any  Corps  of  Engineers 

PROJECT  CB2011;  CB  BLDG  201,  ECO  fl  -  ESOS  Carlisle  Barracks 

INTERIM  SUBMISSION  SUMMARY  PAGE  1 

**  PROJECT  OHNER  SUMMARY  -  LEVEL  1  ** 


QUANTITY  UOM 

CONTRACT 

ESCALATN 

CONTINGN 

SIOH 

TOTAL  COST  UNIT  COST 

01  Contract 

1.00  EA 

2,909 

0 

145 

0 

3,054  3054.22 

CB  BLDG  201,  ECO  #1 

I. 00  EA 

2,909 

0 

145 

0 

3,054  3054.22 

LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  UPB  ID:  NAT92A 


Ked  05  Jan  1994 


TIME  15:50:17 


O.S.  Army  Corps  of  Engineers 

PROJECT  CB2011:  CB  BLDG  201,  ECO  fl  -  ESOS  Carlisle  Barracks 
INTERIM  SDBHISSION 

**  PROJECT  DIRECT  SDHMARY  -  LEVEL  1  ** 


SUMMARY  PAGE  2 


QUANTITY  DOM 

LABOR 

EQDIPHHT 

MATERIAL 

OTHER 

TOTAL  COST  UNIT  COST 

01  Contract 

1.00  EA 

38 

1,291 

13 

969 

0 

2,272  2272.27 

CB  BLDG  201,  ECO  |1 

1,00  EA 

38 

1,291 

13 

969 

0 

2,272  2272.27 

OVERHEAD 

SUBTOTAL 
HOME  OFC 

SUBTOTAL 

PROFIT. 

SUBTOTAL 


TOTAL  INCL  IHDIRECTS 
COHTNGENCY 

TOTAL  INCL  OWNER  COSTS 


114 


2,386 

239 


2,624 

227 


2,852 

57 


2,909 

145 


3,054 


LABOR  ID:  R01J2  EQUIP  ID:  RG0I92  Currency  in  DOLLARS  CREW  ID:  NAT92B  UPB  ID:  NAT92A 


aed  05  Jan  1994 


TIME  15:50:17 


O.S.  Amy  Corps  of  Engineers 

PROJECT  CB2011:  CB  BLDG  201,  ECO  fl  -  ESOS  Carlisle  Barracks 

INTERIM  SUBMISSION  SUMMARY  PAGE  3 

**  CONTRACTOR  INDIRECT  SUMMARY  h 


1 


DIRECT 

OVERHEAD 

HOME  OFC 

PROFIT 

BOND 

TOTAL  COST  UNIT  COST 

GC  General  Contractor 

2,193 

110 

230 

219 

55 

2,808  2807.74 

EL  Electrical  Contractor 

79 

4 

8 

8 

2 

101  101.04 

LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CRE«  ID:  NAT92B  UPB  ID:  NAT92A 


k'ed  05  Jan  1994 


TIME  15:50:17 


U.S.  Any  Corps  of  Engineers 

PROJECT  CB2011;  CB  BlDG  201,  ECO  |1  -  ESOS  Carlisle  Barracks 

INTERIM  SOBMISSION  DETAIL  PAGE  1 

01,  Contract 


QDANTY  DOM  CREW  ID  HANHRS  LABOR  EQDIPMNT  MATERIAL  OTHER  TOTAL  COST 


Contract 


Removal  0  Resetting  of  Millwork 

0.03 

0.95 

0.01 

0.00 

0.00 

0.96 

107.00  LF 

DLABF 

4 

102 

1 

0 

0 

102 

Sills  A  Plates, 2x4  So  Yel  Pine 

0.02 

0.80 

0.02 

0.24 

0.00 

1.06 

32.00  BF 

ACARD 

1 

26 

1 

8 

0 

34 

Jamb  Extensions 

0.03 

0.79 

0.01 

0.42 

0.00 

1.22 

48.00  LF 

DLABF 

1 

38 

0 

20 

0 

59 

2*  Polyiso.,R14,3  Rigid  Insul. 

0.01 

0.26 

0.00 

0.90 

0.00 

1.16 

526.00  SF 

ACARA 

4 

137 

1 

474 

0 

612 

6’Unfaced  Batt,R19  Fbgs  Insul 

0.01 

0.30 

0.00 

0.21 

0.00 

0.51 

876.00  SF 

ACARA 

1 

260 

3 

136 

0 

449 

1/2*  Drywall.One  layer,  One  Face 

0.02 

0.69 

0.01 

0.21 

0.00 

0.91 

On  Metal  Studs  or  Furring,  (13»im) 

526.00  SF 

ACARB 

6 

211 

2 

97 

0 

478 

For  Taping,  Spackling,  And 

4 

152 

2 

15 

^^td.  2"  Z  Furring,  Galv. 

2.09 

74.50 

0.72 

28.09 

0.00 

103.31 

2.00  CLF  ACARA 

4 

149 

1 

56 

0 

207 

Interior  Roller  Mork 

0.01 

0.29 

0.00 

0.19 

0.00 

0.49 

One  Coat  Primer-Two  Coats  Faint 

526.00  SF 

APTRA 

6 

151 

2 

100 

0 

253 

Electrical  Work  on  Outlets  i 

0.28 

11.00 

0.04 

2.12 

0.00 

13.16 

Switches 

6.00  EA 

EELE6 

2 

66 

0 

13 

0 

79 

Contract 

38 

1,291 

13 

969 

0 

2,272 

CB  BLDG  201,  ECO  H 

38 

1,291 

13 

969 

0 

2,272- 

DETAILED  ESTIMATE 


LABOR  ID:  R01J2  EQDIP  ID;  RG0I92  Currency  in  DOLLARS  CREH  ID:  NAT92B  DPB  ID:  NAT92A 


Med  05  Jan  1994 
ERROR  REPORT 


U.S.  Ariay  Corps  of  Engineers 

PROJECT  CB2011:  CB  BLDG  201,  ECO  |1  -  ESOS  Carlisle  Barracks 
INTERIH  SUBMISSION 


TIME  15:50:17 
ERROR  PAGE  1 


No  errors  detected. 


i  i  i 


OF  ERROR  REPORT  t  *  * 


LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CRE«  ID:  NAT92B  UPB  ID:  NAT92A 


CARLISLE  BARR4C*:$^^E^ 
Indiia^uii  Building 


Buildinj;  No.  ^0\  Building  Name;  /^JkQSi^ALL 


Date  Prepared:  ^  \JAM4  ^4  Elstimator:  QJL- _ 


BID  m'^/iy£AniE2Sr£lFP/r^C  /c:AOLIi^/f^Q 


Description 


D\\/ 07  079-^0  7/0!  fiLYd/2aT^AAJ€ 


cTAULEZ/^q  OF  BXTa^^fO/2  D00EE> 


^  \}JtNP0U)^,  _  _ 


Di^.08  087^0  /m  f/^ALLT/m: 


KMSA^rhlBUSTRtP  y/  NBOpRBNe 


BOLb  ON  EXTSBIOH  PdOib 


l4eM  4  JAmlb 


Unit 

Quantity  Measurement 


4.^3 


c:.LE 


ChO 


L.P 


933702 


Ked  05  Jan  1994 


U.S.  Army  Corps  of  Engineers 

PROJECT  CB2013:  CB  BLDG  201,  ECO  f3  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 


TIME  15:53:41 


TITLE  PAGE  1 


CB  BLDG  201,  ECO  f3 
ESOS  Carlisle  Barracks 
Contract  No.  DACA65-93-C-0018 
Building  201,  Caulk  S  W.S. 
Carlisle  Barracks,  PA 


Designed  By:  Benatec  Associates 
Estimated  By:  Benatec  Associates 


Prepared  By: 


Benatec  Associates 


Date:  01/05/94 


H  C  A  C  E  S  GOLD  EDITION 
Composer  GOLD  Copyright  (C)  1985,  1988,  1990,  1992 
by  Building  Systems  Design,  Inc. 


Release  5.20J 


LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  UPB  ID:  NAT92A 


St'ed  05  Jan  1994 


D.S.  Any  Corps  of  Engineers 

PROJECT  CB2013:  CB  BLDG  201,  ECO  13  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 


TIME  15:53:41 


SETTINGS  PAGE  1 

**  CONTRACTOR  SETTINGS  h 

AMOUNT  PCT  PCT  S  RISK  DIFF  SITE  PERIOD  INVEST  ASSIST  SDBCOH 


01  General  Contractor 


OVERHEAD 

P 

5.00 

HOME  OFC 

P 

10.00 

PROFIT 

C 

8.65 

0.052  0.075  0.119  0.052  0.075  0.120  0.118 

BOND 

P 

2.00 

LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  MAT92B  UPB  ID:  NAT92A 


Vied  05  Jan  1994 


O.S.  Any  Corps  of  Engineers 

PROJECT  CB2013:  CB  BLDG  201,  ECO  13  -  ESOS  Carlisle  Barracks 
INTERIH  SUBMISSION 


TIME  15:53:41 


TABLE  OF  CONTENTS 


CONTENTS  PAGE  1 


SUMMARY  REPORTS  SUMMARY  PAGE 

PROJECT  OliNER  SUMMARY  -  LEVEL  1 . . . . . 1 

PROJECT  DIRECT  SUMMARY  -  LEVEL  1 . 2 

CONTRACTOR  INDIRECT  SUMMARY . . . 3 


DETAILED  ESTIMATE  DETAIL  PAGE 

01.  Contract . 1 


No  Backup  Reports... 


*  *  *  END  TABLE  OF  CONTENTS  *  »  * 


Sed  05  Jan  1934 


TIHE  15:53:41 


O.S.  Army  Corps  of  Engineers 

PROJECT  CB2013:  CB  BLDG  201,  ECO  |3  -  ESOS  Carlisle  Barracks 

INTERIM  SDBMISSION  SUMMARY  PAGE  1 


0. . 

**  PROJECT  OWNER  SUMMARY  - 

LEVEL  1  i* 

QUANTITY  UOM 

CONTRACT 

ESCALATN 

CONTIHGN 

SIOH 

TOTAL  COST  UNIT  COST 

01  Contract 

1.00  EA 

1,367 

0 

68 

0 

1,436 

1435.81 

CB  BLDG  201,  ECO  f3 

1.00  EA 

1,367 

0 

68 

0 

1,436 

1435.81 

LABOR  ID:  R01J2  EQDIP  ID:  RG0I92 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  DPB  ID:  NAT92A 


Med  05  Jan  1994 


TIKE  15:53:41 


D.S.  Army  Corps  of  Engineers 

PROJECT  CB2013:  CB  BLDG  201,  ECO  13  -  ESOS  Carlisle  Barracks 

IliTERIM  SOBHISSION  SUMMARY  PAGE  2 

a  PROJECT  DIRECT  SUMMARY  -  LEVEL  1  ** 


QUANTITY  DOM  MANHRS 


01  Contract  LOO  EA  27 


CB  BLDG  201,  ECO  13  1.00  EA  27 

OVERHEAD 

SUBTOTAL 
HOME  OFC 

SUBTOTAL 

PROFIT. 

SUBTOTAL 

BOND 

TOTAL  INCL  INDIRECTS 
CONTNGEKCY 

TOTAL  INCL  OMNER  COSTS 


LABOR  EQDIPMNT  MATERIAL  OTHER  TOTAL  COST  UNIT  COST 


973  7  89  0  1,068  1068.26 


973  7  89  0  1,068  1068.26 

53 


1,122 


1,234 

107 


1,341 

27 


1,367 

68 


1,436 


LABOR  ID:  R01_92  EQUIP  ID:  RG0192 


Corrency  in  DOLLARS 


CREM  ID:  NAT92B  UPB  ID:  NAT92A 


Sed  05  Jan  1994 


IIHE  15:53:41 


O.S.  Ariay  Corps  of  Engineers 

PROJECT  CB2013;  CB  BLDG  201,  ECO  |3  -  ESOS  Carlisle  Barracks 

INTERIM  SUBMISSION  SUMMARY  PAGE  3 

**  CONTRACTOR  INDIRECT  SUMMARY  ** 


DIRECT 

OVERHEAD 

HOME  OFC 

PROFIT 

BOND 

TOTAL  COST  UNIT  COST 

GC  General  Contractor 

1,068 

53 

112 

107 

27 

1,367  1367.44 

LABOR  ID:  R01J2  EQUIP  ID:  RG0I92 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  UPB  ID:  NAT92A 


Sfed  05  Jan  1994 


IIHE  15:53:41 


O.S,  Arty  Corps  of  Engineers 

PROJECT  CB2013:  CB  BLDG  201,  ECO  f3  -  ESOS  Carlisle  Barracks 
DETAILED  ESTIMATE  INTERIM  SDBMISSION  DETAIL  PAGE  1 

01.  Contract 


QDANTY  OOH  CREW  ID  HANBRS  LABOR  EQUIPHNT  MATERIAL  OTHER  TOTAL  COST 


Contract 


Polyurethane  Cntpd, l/4'xl/4* Joint 

4.65 

166.39 

1.03 

9.54 

0,00 

176.96 

on  Ext.  Doors  &  Windows 

4.63  CIF  ARFCA 

22 

770 

5 

44 

0 

819 

Mtl  Weatherstrip  w/Neoprene  Bulb 

0.07 

2.62 

0.03 

0.66 

0.00 

3.31 

For  Head  and  Jaab 

60.00  LF 

ACARB 

4 

157 

2 

39 

0 

198 

Mtl  Weatherstrip  for  Door  Bottom 

0.21 

7.50 

0.08 

0.85 

0.00 

8.42 

Surface  Mounted  w/Vinyl  Bulb 

6.00  LF 

ACARB 

1 

45 

0 

5 

0 

51 

Bulb 

Contract 

27 

973 

7 

89 

0 

1,068 

CB  BLDG  201,  ECO  |3 

27 

973 

7 

89 

0 

1,068 

LABOR  ID:  ROl  92 


EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  UPB  ID:  NAT92A 


'A'ed  05  Jan  1994 


ERROK  REPORT 


H.S.  Amy  Corps  of  Engineers 

PROJECT  CB2013:  CB  BLDG  201,  ECO  f3  -  ESOS  Carlisle  Barracks 
INTERIM  SDBHISSION 


TIME  15:53:41 


ERROR  PAGE  1 


errors  detected. 


OF  ERROR  REPORT  i  i  * 


LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  HAT92B  DPB  ID:  NAT92A 


Building  205 

(Typical  for  206,  207,  208,  209,  210,  211, 
212,  213,  214,  215,  216,  217, 

218,  219,  and  220) 

Architectural  Estimate 


933702 


Individiiill  Buildiiig  Take  OfT  Wdricsheet 


Building  Name:  l2lOQS 


Date  Prepared:  ^  sjAh/  ^4"  Estimator:  Os3L. _ She4t  /  of  ^ 


BID  rrEM  VALL / IZoof  INSOL  AT/O/^ 


Description 


On/.^  QamoVAi.  4  dB 


/EXISTS.  ryilLLW0J2lc  f  3as€  4- 


caAS^r/Cf)  PiRst  pLoo/l  O^Ll/ 


0\\J,/%oc?H  4Z0\  '1x4  F/GA/n/V6 


AWofJO  U>//vD6C(J  (^bhIHQs 


b\\}.0(fi  Ix'b  Pihis  JArnd 


Old, 01  install  2"  LlOlO  PoLYi^e^. 


IH£oL,BD.  143  f (VALL  /N£UL.' 


OMl  01210  ion  INer^LL  <2>''0f/FAcet) 


fl^e^OLASS  INSOL.  2zll,0{RmhlHS(i 


Oli  03 C42ip0  /OOA  /NeTALL  l//i' 


gRY0ALL  flNcLOOe  400( 


ON.OP  install  2“  'll 


pORPJNQ  e  24"  O.c.  ON  COALL^ 


Did. 03  039(10  (221  PAtNY/NTf  ya' 


DR^OdLLL 


Unit 

Quantity  Measurement 


2/4 


64 


L.F. 


aF. 


933702 


i  iV  CARLISLE  BARRACKS  ENERGY  SHTUDY 

tndivid^ii  Buildiii&^^teriM  OfT  Wbrk^ 


Building  No.  2.03  I  Building  Name;  MARSHALL  fZlDQB 


Date  Prepared:  B  ^Aa/  ^4"  Estimator:  DJL _ Sheet  £  of  5 


BID  ITEM  yi^L/f^OOP  /NSOLAjiO^ 


Description 


Ol\/.l&  SLBCTClC  ON  OOT- 


hi  B  S 


Quantity 


Unit 

Measurement 


933702 


Hed  05  Jan  1994  D.S.  Aray  Corps  of  Engineers 

PROJECT  CB2051:  CB  BLDG  205,  ECO  |I  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 


CB  BLDG  205,  ECO  fl 
ESOS  Carlisle  Barracks 
Contract  No.  DACA65-93-C-0018 
Building  205, Wall  &  Roof  Insul. 
Carlisle  Barracks,  PA 


Designed  By:  Benatec  Associates 
Estiaated  By:  Benatec  Associates 


Prepared  By: 


Benatec  Associates 


Date:  01/05/94 


HCACES  GOLD  EDITION 
Composer  GOLD  Copyright  (C)  1985,  1988,  1990,  1992 
by  Building  Systems  Design,  Inc. 


Release  5.20J 


TIME  16:07:41 
TITLE  PAGE  1 


LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  HAT92B  UPB  ID:  NAT92A 


Wed  05  Jan  1934 


O.S.  Army  Corps  of  Engineers 

PROJECT  CB2051:  CB  BLDG  205,  ECO  |1  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 


TIME  16:07:41 


SETTINGS  PAGE  1 

*i  CONTRACTOR  SETTINGS  ** 

AMOUNT  PCT  PCT  S  RISK  DIFF  SIZE  PERIOD  INVEST  ASSIST  SOBCON 


01  General  Contractor 


OVERHEAD  S  5.00 
HOME  OFC  P  10.00 
PROFIT  S  8.66 
BOND  P  2.00 

02  Electrical  Contractor 

OVERHEAD  P  5.00 
HOME  OFC  P  10.00 
PROFIT  C  8.66 
BOND  P  2.00 


5.00 

5.00 


0.052  0.075  0.119  0.052  0.075  0.120  0.118 


LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CRE»  ID:  NAT92B  UPB  ID:  NAT92A 


Wed  05  Jan  1994 


B.S.  Arty  Corps  of  Engineers 

PROJECT  CB2051;  CB  BLDG  205,  ECO  #1  -  ESOS  Carlisle  Barracks 
INTERIH  SOBHISSION 


TIME  16:07:41 


TABLE  OF  CONTENTS 


CONTENTS  PAGE  1 


SDHMARY  REPORTS  SUHKARY  PAGE 

PROJECT  OWNER  SOMHARY  -  LEVEL  1 . . . 1 

PROJECT  DIRECT  SOHMARY  -  LEVEL  1 . 2 

CONTRACTOR  INDIRECT  SDHMARY..... . 3 


DETAILED  ESTI.HATE  DETAIL  PAGE 

01.  Contract . . . 1 


No  Backup  Reports... 


i  *  i 


END  TABLE  OF  CONTENTS 


i  i  i 


Med  05  Jan  1994 


TIME  16:07;41 


B.S.  Army  Corps  of  Engineers 

PROJECT  CB2051:  CB  BLDG  205,  ECO  |1  -  ESOS  Carlisle  Barracks 

INTERIM  SDBHISSIOH  SUMMARY  PAGE  1 

a  PROJECT  OWNER  SUMMARY  -  LEVEL  1  ** 


QUANTITY  UOH 

CONTRACT 

ESCALATN 

CONTINGN 

SIOH 

TOTAL  COST  UNIT  COST 

01  Contract 

1.00  EA 

5,818 

0 

291 

0 

6,108  6108.44 

CB  BLDG  205,  ECO  |1 

1.00  EA 

5,818 

0 

291 

0 

6,108  6108.44 

LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  HAT92B  DPB  ID:  NAT92A 


Sed  05  Jan  1994 


TIME  16:07:41 


O.S.  Army  Corps  of  Engineers 

PROJECT  CB2051:  CB  BLDG  205,  ECO  |1  -  ESOS  Carlisle  Barracks 

INTERIM  SOBHISSIOH  SUMMARY  PAGE  2 

**  PROJECT  DIRECT  SUMMARY  -  LEVEL  1  ** 


QUANTITY  DOM  MANHRl 


01  Contract  1.00  EA  77 


CB  BLDG  205,  ECO  |1  1.00  EA  77 

OVERHEAD 

SUBTOTAL 
HOME  OFC 

SUBTOTAL 

PROFIT 

SUBTOTAL 

BOND 

TOTAL  IHCL  INDIRECTS 
CONTNGENCY 

TOTAL  IHCL  OWNER  COSTS 


LABOR 

EQUIPMNT 

MATERIAL 

OTHER 

TOTAL  COST  UNIT  COST 

2,582 

25 

1,937 

0 

4,545 

4544.54 

2,582 

25 

1,937 

0 

4,545 

4544.54 

227 


4,772 

477 


5,249 

455 


5,703 

114 


5,818 

291 


6,108 


LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  UPB  ID:  NAT92A 


«ed  05  Jan  1994 


TIME  16:07:41 


U.S.  Army  Corps  of  Engineers 

PROJECT  CB2051:  CB  BLDG  205,  ECO  fl  -  ESOS  Carlisle  Barracks 

INTERIM  SUBMISSION  SDHHARY  PAGE  3 

a  CONTRACTOR  INDIRECT  SUMMARY  ** 


GC  General  Contractor 
EL  Electrical  Contractor 


DIRECT 

OVERHEAD 

HOME  OFC 

PROFIT 

BOND 

TOTAL  COST  UNIT  COST 

4,387 

219 

461 

439 

110 

5,615  5615.49 

158 

8 

17 

16 

4 

202  202.08 

LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  DPB  ID:  NAT92A 


Sed  05  Jan  1994 


TIME  16:07:41 


O.S.  Arty  Corps  of  Engineers 

PROJECT  CB2051:  CB  BLDG  205,  ECO  fl  -  ESOS  Carlisle  Barracks 


DETAILED  ESTIMATE 

#. . 

INTERIM  SUBMISSION 

01.  Contract 

DETAIL  PAGE  1 

. 

QUANTY  UOM  CREW  ID 

MANHRS 

LABOR 

EQUIPKHT 

MATERIAL 

OTHER 

TOTAL  COST 

Contract 

Removal  A  Resetting  of  Hillwork 

0.03 

0.95 

0.01 

0.00 

0.00 

0.96 

214.00  LF  DLABF 

7 

203 

2 

0 

0 

205 

Sills  A  Plates, 2x4  So  Yel  Pine 

0.02 

0.80 

0.02 

0.24 

0.00 

1.06 

64,00  BF  ACARD 

1 

51 

1 

16 

0 

68 

Jamb  Extensions 

0.03 

0.79 

O.OI 

0.42 

0.00 

1.22 

96.00  LF  DLABF 

3 

76 

1 

41 

0 

117 

6'Dnfaced  Batt,R19  Fbgs  Insul 

0.01 

0.30 

0.00 

0.21 

0.00 

0.51 

1752.00  SF  ACARA 

15 

521 

5 

371 

0 

897 

2'  Polyiso.,R14.3  Rigid  Insul, 

0.01 

0.26 

0.00 

0.90 

0.00 

1.16 

1052.00  SF  ACARA 

8 

274 

3 

948 

0 

1,224 

1/2'  Drytfall,One  Layer,  One  Face 

0.02 

0.69 

0.01 

0.21 

0.00 

0.91 

On  Metal  Studs  or  Furring, (I3iiii)  1052.00  SF  ACARB 

12 

422 

4 

194 

0 

956 

For  Taping,  Spackling,  And 

9 

304 

3 

29 

^j^d.  2'  Z  Furring,  Galv. 

2.09 

74.50 

0.72 

28.09 

0.00 

103.31 

4,00  CLF  ACARA 

8 

298 

3 

112 

0 

413 

Interior  Roller  Sork 

0.01 

0.29 

0.00 

0.19 

0.00 

0.48 

One  Coat  Primer-Two  Coats  Paint 

1052.00  SF  APTRA 

11 

302 

3 

201 

0 

506 

Electrical  Work  on  Outlets  & 

0.28 

11.00 

0.04 

2.12 

0.00 

13,16 

Switches 

12.00  EA  EELEB 

3 

132 

0 

25 

0 

158 

Contract 

77 

2,582 

25 

1,937 

0 

4,545 

CB  BLDG  205,  ECO  fl 

77 

2,582 

25 

1,937 

0 

4,545 

LABOR  ID:  R01J2  EQUIP  ID:  RG0192  Currency  in  DOLLARS  CREM  ID:  HAT92B  UPB  ID:  HAT92A 


Ked  05  Jan  1994 


U.S.  Any  Corps  of  Engineers 

PROJECT  CB2051;  CB  BLDG  205,  ECO  fl  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 


TIME  16:07:41 


ERROR  REPORT 


ERROR  PAGE  1 


No  errors  detected... 


i  *  i  END  OF  ERROR  REPORT  *  *  * 


LABOR  ID:  R01_92  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  UPB  ID:  NAT92A 


*  ,  5  i  CAMJSLE  BARILiOKS  W 
Individuil  Building  ^ 


Building  No.  ^05  I  Building  Name;  l^lQCftZ 


Date  Prepared:  S  si^A/.  ^  r  Estimator:  0JL _ Sheet^  oT^ 


BID  ITEM  ^Bt^EQSTJZ\Pp//^Q /(^^AULk^INQ 


Description 


ON.  01  07920  Hot  FtLYuisernkNe 


ctj)iY/^q  Of  stT&ioz.  Voogq 


^  LO/NDOcDB 


Unit 

Quantity  Measurement 


(Ol.P 


Dl</.  Ob  C%130  /CCXo  MSTALL  /her 


K^EATfBkSmtP  u)/  7J£■0pkB^J£ 


^OLb  ON  GXTS&lOli.  D&BR.  ■ 


htSAD  #  v7a/H& 


Ido 


L.F. 


933702 


l*'ed  05  Jan  1994  O.S.  Aray  Corps  of  Engineers 

PROJECT  CB2053:  CB  BLDG  205,  ECO  13  -  ESOS  Carlisle  Barracks 
INTERIM  SBBMISSION 


CB  BLDG  205,  ECO  13 
ESOS  Carlisle  Barracks 
Contract  Ho.  DACA65-93-C-0013 
Building  205,  Caulk  0  W.S. 
Carlisle  Barracks,  PA 


Designed  By:  Benatec  Associates 
Estiisated  By:  Benatec  Associates 


Prepared  By: 


Benatec  Associates 


Date:  01/05/94 


H  C  A  C  E  S  GOLD  EDITION 
Composer  GOLD  Copyright  (C)  1985,  1988,  1990,  1992 
by  Building  Systems  Design,  Inc. 

Release  5.20J 


LABOR  ID:  R01J2  EODIP  ID:  RG0192  Currency  in  DOLLARS  CRE»  ID:  HAT92B 


TIME  16:11:52 
TITLE  PAGE  1 


DPB  ID:  HAT92A 


Wed  05  Jan  1994' 


O.S.  Any  Corps  of  Engineers 

PROJECT  CB2053:  CB  BLDG  205,  ECO  13  -  ESOS  Carlisle  Barracks 
INTERIM  SOBHISSION 


TIME  16:11:52 


SETTINGS  PAGE  1 

H  CONTRACTOR  SETTINGS  ** 

AKOIJNT  PCT  PCT  S  RISK  DIFF  SIZE  PERIOD  INVEST  ASSIST  SOBCON 


01  General  Contractor 


OVERHEAD 

P  5.00 

HOME  OFC 

P  10.00 

PROFIT 

C  8.65 

0.052  0.075  0.119  0,052  0.075  0.120  0.118 

BOND 

P  2.00 

LABOR  ID:  R01_92  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  UPB  ID:  NAT92A 


fc'ed  95  Jan  1994 


H.S.  Army  Corps  of  Engineers 

PROJECT  CB2053:  CB  BLDG  205,  ECO  |3  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 


TIME  16:11:52 


TABLE  OF  CONTENTS 


CONTENTS  PAGE  1 


SUMMARY  REPORTS  SUMMARY  PAGE 

PROJECT  OWNER  SUMMARY  -  LEVEL  1 . 1 

PROJECT  DIRECT  SUMMARY  -  LEVEL  1 . 2 

CONTRACTOR  INDIRECT  SUMMARY . 3 


DETAILED  ESTIMATE  DETAIL  PAGE 

01.  Contract . 1 


No  Backup  Reports... 


*  i  i  END  TABLE  OF  CONTENTS  *  *  * 


ss'ed  05  Jan  1994 


TIME  16:11:52 


O.S.  Army  Corps  of  Engineers 

PROJECT  CB2053:  CB  BLDG  205,  ECO  13  -  ESOS  Carlisle  Barracks 

INTERIM  SOBHISSIOH  SDMHARY  PAGE  1 


a  PROJECT  OWNER  SDMHARY  -  LEVEL  1  ** 


QUANTITY  DOM 

CONTRACT 

ESCALATN 

CONTINGN 

SIOH 

TOTAL  COST  UNIT  COST 

01  Contract 

1,00  EA 

2,735 

0 

137 

0 

2,872  2871,62 

CB  BLDG  205,  ECO  |3 

1,00  EA 

2,735 

0 

137 

0 

2,872  2871,62 

LABOR  ID:  R01_92  EQDIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  HAT92B  DPB  ID:  NAT92A 


Wed  05  Jan  1934 


TIME  16:11:52 


O.S.  Any  Corps  of  Engineers 

PROJECT  CB2053:  CB  BLDG  205,  ECO  #3  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 

**  PROJECT  DIRECT  SDMMARY  -  LEVEL  1  ** 


SDMHARY  PAGE  2 


LABOR 

EQDIPMNT 

MATERIAL 

OTHER 

TOTAL  COST  UNIT  COST 

01  Contract 

1.00  EA 

54 

1,945 

14 

177 

0 

2,137  2136.51 

CB  BLDG  205,  ECO  f3 

1.10  EA 

54 

1,945 

14 

177 

0 

2,137  2136.51 

OVERHEAD 

SUBTOTAL 
HOME  OFC 

SUBTOTAL 

PROFIT 

SUBTOTAL 


TOTAL  INCL  INDIRECTS 
CONTNGENCY 

TOTAL  INCL  OWNER  COSTS 


107 


2,243 

224 


2,468 

214 


2,681 

54 


2,735 

137 


2,872 


LABOR  ID:  R01J2  EQUIP  ID:  RG0192  Currency  in  DOLLARS 


CREW  ID:  NAT92B  UPB  ID:  NAT92A 


Ked  05  Jan  1994 


TIME  16:11:52 


U.S.  Amy  Corps  of  Engineers 

PROJECT  CB2053:  CB  BLDG  205,  ECO  |3  -  ESOS  Carlisle  Barracks 

IHTERIH  SUBMISSION  SUMMARY  PAGE  3 

H  CONTRACTOR  INDIRECT  SUMMARY  ** 


GC  General  Contractor 


DIRECT 

OVERHEAD 

HOME  OFC 

PROFIT 

BOND 

TOTAL  COST  UNIT  COST 

2,137 

107 

224 

214 

54 

2,735  2734.87 

LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREB  ID:  HAT92B  UPB  ID:  NAT92A 


Wed  05  Jan  1994 


TIME  16:11:52 


O.S.  Army  Corps  of  Engineers 

PROJECT  CB2053:  CB  BLDG  205,  ECO  |}3  -  ESOS  Carlisle  Barracks 


DETAILED  ESTIMATE 

0 . 

INTERIM  SUBMISSION 
01.  Contract 

DETAIL  PAGE  1 

QUANTY  UOH  CREW  ID 

mmon 

LABOR 

EQDIPMNT 

MATERIAL 

OTHER  TOTAL  COST 

Contract 

Polyurethane  Cmpd,l/4'xI/4'Joint 

4.65 

166.39 

1.03 

9.54 

0.00 

176.96 

on  Ext.  Doors  &  Windows 

9.26  CLF  ARFCA 

43 

1,541 

10 

88 

0 

1,639 

Ktl  Weatherstrip  w/Neoprene  Bulb 

0.07 

2.62 

0.03 

0.66 

0.00 

3.31 

For  Head  and  Jamb 

120.00  LF  ACARB 

9 

315 

3 

79 

0 

397 

Htl  Weatherstrip  for  Door  Bottom 

0.21 

7.50 

0.08 

0.85 

0.00 

8.42 

Surface  Mounted  w/Vinyl  Bulb 

12.00  LF  ACARB 

3 

90 

1 

10 

0 

101 

Bulb 

Contract 

54 

1,945 

14 

177 

0 

2,137 

CB  BLDG  205,  ECO  f3 

54 

1,945 

14 

177 

0 

2,137 

LABOR  ID:  R01J2  EOOIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  HAT92B  UPB  ID:  HAT92A 


Sled  05  Jan  1994  D.S.  Army  Corps  of  Engineers  TIME  16:11:52 

PROJECT  CB2053:  CB  BLDG  205,  ECO  f3  -  ESOS  Carlisle  Barracks 

ERROR  REPORT  INTERIM  SUBMISSION  ERROR  PAGE  1 


No  errors  detected... 


i  i  i  END  OF  ERROR  REPORT  i  i  » 


LABOR  ID:  R01J2  EQDIP  ID:  RG0192 


Currency  in  DOLLARS 


CRE»  ID:  NAT92B  DPB  ID:  NAT92A 


CAjRLISLE  BAiRRACKS  ENERGY  STUDY 
Individuiy  Building  Material  Take  OfT  Worksheet 


Building  No.  253  Building  Name;  ^^‘PPPL'Y’ 


Date  Prepared:  ^  vJAaJ.^^*  Estimator:  XPsjL, _  Sheet  |  of  2. 


BID  ITEM  10.00  f-  IN6oL^T\0N 


Description 


D/i/.  OCf  OM  4^o\  2x4  Uioop 


(s  Wif^Dou)  4 


D\\J.oi  /^erj^LL  2''  /2/CiiD 


'oLYiso.  iN^uL  Bo>2-l4>3 


miL  IHeuLATiO^  2,231 


luert^LL  4"V///y^ 


Unit 

Quantity  Measurement 


MOT  01210  ton  IHSTAU  (Z  cMFiCSD 


FiB^eoci^^  ifJ&oL .  (P- 11.0  (Roof  msulI  4,  So  O 


OnJ.CR  CRZOO  1002  MSTt-u.  ‘//i 


DdYLilULl-  ( IhICLoOS'  4oa{' 


'2,237 


Div'.  oq  itJen^iL  «to.  2"  z.  foReinc, 


Q.  24"  0-0.  on  WAi.i.-5  lO.'ZO) 


z\o 


on.o^  CPfW)  122 1  pAMT/fiq  fe  0/2<MLL  |  2,Z37 


DiV.  lO  elect.  VJoeiCi>4  OOTLsTt'  ^ 


S.  F,r 


C.L.E 


933702 


CAI^ISLE  BARRACKS  ENERGY  STUDY 
Individiii^  Building  Material  Take  Off  Worksheet 


Building  Name:  ^OPPL'Y" 


Building  No.  ^53 


Date  Prepared:  3  Estimator:  0'*J*  ^ 


BID  ITEM 


Description 


DM  y'JMX.  muTBO  S^ORITY 


UQHT-e 


Quantity 


Sheet  2  of  2. 


Unit 

Measurement 


EA. 


933702 


Hon  03  Jan  1994 


O.S.  Aroiy  Corps  of  Engineers 


TIME  15:23:50 


CB  BLDG  253,  ECO  |1 
ESOS  Carlisle  Barracks 
Contract  No.  DACA65-33-C-0018 
Building  253, Wall  &  Roof  Insul. 
Carlisle  Barracks,  PA 


Designed  By: 
Estiaated  By: 


Benatec  Associates 
Benatec  Associates 


Prepared  By:  Benatec  Associates 


Date:  01/03/94 


HCACES  GOLD  EDITION 
Coaposer  GOLD  Copyright  (C)  1985,  1988,  1990,  1992 
by  Building  Systeas  Design,  Inc. 

Release  5.20J 


LABOR  ID:  R01J2  EQUIP  ID:  RG0192 

Currency  in  DOLLARS 

CREM 

ID;  NAT92B  UPB  ID:  NAT92A 

Hon  03  Jan  1994 

D.S.  Army  Corps  of  Engineers 

TIME  15:23:50 

^  PROJECT  CB2531: 

CB  BLDG  253,  ECO  11  -  ESOS  Carlisle  Barracks 

• 

INTERIM  SUBMISSION 

SETTINGS  PAGE  1 

a  CONTRACTOR  SETTINGS  ** 

AMOUNT  PCT  PCT  S  RISK  DIFF 

SIZE 

PERIOD  INVEST  ASSIST  SUBCON 

01  General  Contractor 

OVERHEAD 

S 

5.00  5.00 

HOME  OFC 

P 

10.00 

PROFIT 

S 

8.66  5.90 

BOND 

P 

2.00 

02  Electrical  Contractor 

OVERHEAD 

P 

5.00 

.HOME  OFC 

P 

10.09 

PROFIT 

c 

8.66  0.052  0.075 

0.119 

0.052  0.075  0.120  0.118 

BOND 

p 

2.09 

LABOR  ID:  R01J2  EQUIP  ID:  RG0192  Currency  in  DOLLARS  CREW  ID;  HAT92B 


Mon  03  3an  1994 


OF  CONTENTS 


D.S.  Army  Corps  of  Engineers 

PROJECT  CB2531:  CB  BLDG  253,  ECO  |1  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 


SUMMARY  REPORTS  SUMMARY  PAGE 

PROJECT  OWNER  SUMMARY  -  LEVEL  1 . . . 1 

PROJECT  DIRECT  SUMMARY  -  LEVEL  1 . 2 

CONTRACTOR  INDIRECT  SUMMARY . 3 


DETAILED  ESTIMATE  DETAIL  PAGE 

01.  Contract . . . 1 


No  Backup  Reports... 


UPB  ID:  NAT92A 

TIME  15:23:50 
CONTENTS  PAGE  1 


*  *  *  END  TABLE  OF  CONTENTS 


i  i  i 


LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


CRE«  ID:  HAT92B  UPB  ID:  NAT92A 


Currency  in  DOLLARS 


Hon  03  Jan  1994 


U.S.  Arty  Corps  of  Engineers 

PROJECT  CB2531:  CB  BLDG  253,  ECO  fl  -  ESOS  Carlisle  Barracks 
IKTERIH  SUBHISSION 

*1  PROJECT  OWNER  SUHMARY  -  LEVEL  1  a 


TIHE  15:23:50 
SUMMARY  PAGE  1 


QUANTITY  UOH 

CONTRACT 

ESCALATN 

CONTINGN 

SION 

TOTAL  COST  UNIT  COST 

01  Contract 

LOO  EA 

13,825 

0 

691 

0 

14,516  14515.97 

CB  BLDG  253,  ECO  |1 

1.00  EA 

13,825 

0 

691 

0 

14,516  14515.97 

LABOR  ID:  R01J2  EQUIF  ID;  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  DPB  ID:  NAT92A 


Hon  03  Jan  1994 


D.S.  Arty  Corps  of  Engineers 

PROJECT  CB2531;  CB  BLDG  253,  ECO  #1  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 

**  PROJECT  DIRECT  SUMMARY  -  LEVEL  1  ** 


TIME  15:23:50 
PAGE  2 


QUANTITY  UOM 

HANHRS 

LABOR 

EQUIPMNT 

MATERIAL 

OTHER 

TOTAL  COST  UNIT  COST 

01  Contract 

1.00  EA 

178 

6,124 

63 

4,613 

0 

10,800  10799.55 

CB  BLDG  253,  ECO  fl 

1.00  EA 

178 

6,124 

63 

4,613 

0 

10,800  10799.55 

OVERHEAD 

SUBTOTAL 
HOME  OFC 

SUBTOTAL 

PROFIT 

SUBTOTAL 

BOND 

TOTAL  INCL  INDIRECTS 
CONTHGENCY 

TOTAL  INCL  OWNER  COSTS 


540 


11,340 

1,134 


12,473 

1,080 


13,554 

271 


13,825 

691 


14,516 


LABOR  ID:  R0iJ2  EQUIP  ID:  RG0192 


CRE«  ID:  HAT92B  DPB  ID:  NAT92A 


Currency  in  DOLLARS 


U.S.  Aray  Corps  of  Engineers  IIHE  15:23:50 

PROJECT  CB2531:  CB  BLDG  253,  ECO  |1  -  ESOS  Carlisle  Barracks 

INTERIM  SUBMISSION  SUMMARY  PAGE  3 

a  CONTRACTOR  INDIRECT  SUMMARY  ** 


DIRECT 

OVERHEAD 

HOME  ore 

PROFIT 

BOND 

TOTAL  COST  UNIT  COST 

GC 

General  Contractor 

10,390 

520 

1,091 

1,039 

261 

13,301  13300.67 

EL 

Electrical  Contractor 

409 

20 

43 

41 

10 

524  524.07 

Hon  03  Jan  1994 


LABOR  ID:  R01J2  EOlllP  ID:  RG0192 


Currency  in  DOLLARS  CREW  ID:  HAT92B  DPB  ID:  NAT92A 


Hon  03  Jan  1994 
Iled  estimate 


O.S.  Army  Corps  of  Engineers 

PROJECT  CB2531:  CB  BLDG  253,  ECO  #1  -  ESOS  Carlisle  Barracks 
INTERIM  SDBHISSION 
01.  Contract 


TIME  15:23:50 
DETAIL  PAGE  1 


ODANTY  DOM  CREW  ID 

HANHRS 

LABOR 

EOUIPHST 

MATERIAL 

OTHER 

TOTAL  COST 

Contract 

Sills  A  Plates, 2x4  So  Yel  Pine 

0.02 

0.80 

0.02 

0.24 

0.00 

1.06 

375.00  BF  ACARD 

8 

300 

7 

91 

0 

399 

2“  Polyiso.,R14.3,  Rigid  Insul. 

0.01 

0.26 

0.00 

0.90 

0.00 

1.17 

2237,00  SF  ACARA 

17 

592 

6 

2,016 

0 

2,613 

6'Dnfaced  Batt,R19  Fbgs  Insul 

0.01 

0.30 

0,00 

0.21 

0.00 

0.51 

4500.00  SF  ACARA 

38 

1,337 

13 

954 

0 

2,304 

1/2*  Dry»aIl,One  Layer,  One  Face 

0.02 

0.69 

0,01 

0.21 

0.00 

0.91 

On  Metal  Studs  or  Furring, (13m)  2237.00  SF  ACARB 

25 

897 

9 

412 

0 

2,034 

For  Taping,  Spackling,  And 

18 

646 

7 

62 

Std.  V  Z  Furring,  Galv. 

2.09 

74.50 

0.72 

28.09 

0.00 

103.31 

16.26  CLF  ACARA 

34 

1,211 

12 

457 

0 

1,680 

Vinyl  Base 

0.02 

0.61 

0.00 

0.74 

0.00 

1.36 

w 

210.00  LF  APAFA 

5 

128 

1 

156 

0 

285 

Interior  Roller  Work 

0.01 

0.29 

0.00 

0.19 

0.00 

0.48 

One  Coat  Priaer-Two  Coats  Paint 

2237.00  SF  APTRA 

24 

642 

7 

427 

0 

1,076 

Electrical  Work  on  Outlets  i 

0.28 

11.00 

0.04 

2.12 

0.00 

13.16 

Switches 

15.00  EA  EELEB 

4 

165 

1 

32 

0 

197 

Electrical  Work  on  Wall  Mtd. 

1.73 

63.35 

0.22 

2.12 

0.00 

70.69 

Security  Lights 

3.00  EA  EELEB 

5 

205 

1 

6 

0 

212 

Contract 

178 

6,124 

63 

4,613 

0 

10,800 

CB  BLDG  253,  ECO  |1 

178 

6,124 

63 

4,613 

0 

10,800 

LABOR  ID:  R01J2  EQUIP  ID:  RG0192  Currency  in  DOLLARS  CREW  ID:  NAT92B 


Hon  03  Jan  1994 


REPORT 


D.S.  Arty  Corps  of  Engineers 

PROJECT  CB2531:  CB  BLDG  253,  ECO  |1  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 


UPB  ID:  NAT92A 

TIME  15:23:50 
ERROR  PAGE  1 


Ho  errors  detected... 


CARLISLE  BARRACKS  ENERGY  STUDY 
individual  Building  Material  Take  Off  Worksheet _ 


Building  No.  _  I  Building  Nuine;  uHiSOt^  HOUSS _ 

Date  Prepared:  (0  Estimator:  STfCl^ _ Sheet  /  of  ^ 


BID  ITEM-  VJML  /fZodp  (iiSolATfO^ 


Description 


\f.  O'Z  « 


Quantilv 


78G 


Unit 

Mwisuremcnt 


01 1  0(P  06?  d I  4’20]  2m 


mOOdOJ  i  OQ 


D\l  07  fdSTf^U  g**  g/<3r 


f 


ur.  07  o7>2io  ton  idsroLL  6Va/ 


\^40 


im 


ICOZ  lAfST^U  '/2"0lZ'^W4Li 


2.32 


933702 


933702 


Kon  10  Jan  1994 


D.S,  Ariay  Corps  of  Engineers 

PROJECT  CB2591:  CB  BLDG  259,  ECO  |1  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 


TIME  15:00:07 


TITLE  PAGE  1 


CB  BLDG  259,  ECO  II 
ESOS  Carlisle  Barracks 
Contract  No.  DACA65-93-C-0018 
Building  259, Wall  S  Roof  Insul. 
Carlisle  Barracks,  PA 


Designed  By:  Benatec  Associates 
Estimated  By:  Benatec  Associates 


Prepared  By:  Benatec  Associates 


Date:  01/10/94 


MCACES  GOLD  EDITION 
Composer  GOLD  Copyright  (C)  1985,  1988,  1990,  1992 
by  Building  Systems  Design,  Inc. 

Release  5.20J 


LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  UPB  ID:  NAT92A 


Hon  10  Jan  1994 


U.S.  Ara?  Corps  of  Engineers 

PROJECT  CB2591:  CB  BLDG  259,  ECO  fl  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 


TIME  15:09:07 


01  General  Contractor 

OVERHEAD 
HOME  OFC 
PROFIT 
BOND 

02  Electrical  Contractor 

OVERHEAD 
HOME  OFC 
PROFIT 
BOND 


SETTINGS  PAGE  I 


*»  CONTRACTOR  SETTINGS  ** 


AMOUNT  PCT  PCT  S  RISK  DIFF  SIZE  PERIOD  INVEST  ASSIST  SUBCON 


S  5.00  5.00 

P  10.00 

S  8.66  5.00 

P  2.00 


P 

P 

C 

P 


5.00 

10.00 

8.66 

2.00 


0.052  0.075  0.119  0.052  0.075  0.120  0.118 


LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CRE«  ID:  NAT92B  UPB  ID:  HAT92A 


Hon  10  Jan  1994 


U.S.  Arif  Corps  of  Engineers 

PROJECT  CB2591:  CB  BLDG  259,  ECO  fl  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 


TIME  15:00:07 


TABLE  OF  CONTENTS 


CONTENTS  PAGE  1 


SUMMARY  REPORTS  SUMMARY  PAGE 

PROJECT  OWNER  SUMMARY  -  LEVEL  1 . 1 

PROJECT  DIRECT  SUMMARY  -  LEVEL  1 . 2 

CONTRACTOR  INDIRECT  SUMMARY . 3 


DETAILED  ESTIMATE  DETAIL  PAGE 

01.  Contract . 1 


No  Backup  Reports... 


*  *  *  END  TABLE  OF  CONTENTS  *  *  * 


Mon  19  Jan  1994  U.S.  Any  Corps  of  Engineers 

PROJECT  CB2591:  CB  BLDG  259,  ECO  |1  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 
PROJECT  OWNER  SUMMARY  -  LEVEL  1  ** 


QUANTITY  UOM 

CONTRACT 

ESCALATN 

CONTINGN 

SIOH 

TOTAL  COST  UNIT  COST 

01  Contract 

1.00  EA 

12,056 

0 

603 

0 

12,659  12658.99 

CB  BLDG  259,  ECO  |1 

1.00  EA 

12,056 

0 

603 

0 

12,659  12658.99 

TIMS  15:00:07 
SUMMARY  PAGE  1 


LABOR  ID:  RD1J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  UPB  ID:  NAT92A 


Hon  10  Jan  1S94 


U.S.  Army  Corps  of  Engineers 

PROJECT  CB2591:  CB  BLDG  259,  ECO  |1  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 

it  PROJECT  DIRECT  SUMMARY  -  LEVEL  1  ** 


TIME  15:00:07 


SUMMARY  PAGE  2 


LABOR  EQUIPMNT  MATERIAL  OTHER  TOTAL  COST  UNIT  COST 


01  Contract 

CB  BLDG  259,  ECO  |1 
OVERHEAD 

SUBTOTAL 
HOMS  OFC 

SUBTOTAL 

PROFIT 

SUBTOTAL 

BOND 

TOTAL  INCL  INDIRECTS 
CONTNGENCY 

TOTAL  INCL  OWNER  COSTS 


1.00  EA 


1.00  EA 


186  6,041 


0  9,418  9418.01 


186  6,041 


0  9,418  9418.01 

471 


LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  UPB  ID:  NAT92A 


Hon  10  Jan  1994 


TIME  15:00:07 


U.S.  Army  Corps  of  Engineers 

PROJECT  CB2591:  CB  BLDG  259,  SCO  |1  -  ESOS  Carlisle  Barracks 

INTERIM  SUBMISSION  SUMMARY  PAGE  3 

H  CONTRACTOR  INDIRECT  SUMMARY  i* 


DIRECT 

HOME  OFC 

PROFIT 

BOND 

TOTAL  COST  UNIT  COST 

GC  General  Contractor 

8,826 

441 

927 

883 

222 

11,298  11298.39 

EL  Electrical  Contractor 

592 

30 

62 

59 

15 

758  757.80 

LABOR  ID:  R01_92  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CRE«  ID:  NAT92B  UPB  ID:  NAT92A 


Mon  10  Jan  1994 


TIME  15:09:07 


U.S.  Any  Corps  of  Engineers 

PROJECT  CB2591:  CB  BLDG  259,  ECO  fl  -  ESOS  Carlisle  Barracks 


DETAILED  ESTIMATE 

A . 

INTERIM  SUBMISSION 

01.  Contract 

DETAIL  PAGE  1 

QDANTY  UOM  CREW  ID 

HANHRS 

LABOR 

EQDIPMNT 

MATERIAL 

OTHER 

TOTAL  COST 

Contract 

Removal  &  Resetting  of  Millwork 

0.03 

0.95 

0.01 

0.00 

0.00 

0.96 

786.00  LF  ULABF 

26 

747 

6 

0 

0 

752 

Sills  R  Plates, 2x4  So  Yel  Pine 

0.02 

0.80 

0.02 

0.24 

0.00 

1.06 

374.00  BF  ACARD 

8 

299 

7 

91 

0 

398 

Jaml)  Extensions 

0.03 

0.79 

0.01 

0.42 

0.00 

1.22 

562.00  LF  DLABF 

15 

444 

3 

238 

0 

686 

2'  ?olyiso,R14.3  Rigid  Insul. 

0.01 

0.26 

0.00 

0.90 

0.00 

1.16 

1699.00  SF  ACARA 

12 

442 

4 

1,531 

0 

1,977 

6“Unfaced  Batt,R19  Fbgs  Insul 

0.01 

0.30 

0.00 

0.21 

0.00 

0.51 

1340.00  SF  ACARA 

11 

398 

i 

234 

0 

636 

1/2'  Drywall,One  Layer,  One  Face 

0.02 

0.69 

0.01 

0.21 

0.00 

0.91 

On  Metal  Studs  or  Furring, {13im)  1699.00  SF  ACARB 

19 

682 

7 

313 

0 

1,545 

For  Taping,  Spackling,  And 

14 

491 

5 

47 

^^td  2'  Z  Furring,  Galv. 

2.09 

74.50 

0.72 

28.09 

0.00 

103.31 

W 

12.32  CLF.  ACARA 

26 

918 

9 

346 

0 

1,273 

Interior  Roller  Work 

0.01 

0.29 

0.00 

0.19 

0.00 

0.48 

One  Coat  Primer-Two  Coats  Paint 

1699.00  SF  APTRA 

18 

487 

5 

324 

0 

817 

Paint. Int  Kd  Irin,lPrime,2Paint 

0.04 

1.14 

0.01 

0.08 

0.00 

1.23 

Enamel  Primer, Alkyd  or  Latex  Pnt 

562.00  LF  APTRA 

24 

638 

7 

48 

0 

693 

Electrical  Work  on  Outlets  & 

0.28 

11.00 

0.04 

2.12 

0.00 

13.16 

Switches 

45.00  EA  EELEB 

13 

495 

2 

95 

0 

592 

Contract 

186 

6,041 

60 

3,313 

0 

9,418 

CB  BLDG  259,  ECO  fl 

186 

6,041 

60 

3,313 

0 

9,418 

LABOR  ID:  ROl  92 


EQDIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  UPB  ID:  NAT92A 


Hon  10  Jan  1994 


U.S.  Army  Corps  of  Engineers 

PROJECT  CB2591:  CB  BLDG  259,  ECO  fl  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 


TIME  15:09:07 


ERROR  REPORT 


ERROR  PAGE  I 


No  errors  detected... 


i  i  i 


END  OF  ERROR  REPORT 


i  i  i 


LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CRE»  ID:  NAT92B  UPB  ID:  NAT92A 


CARLISLE  BARRACKS  ENERGY  STUDY 
IndIviduaJ  Building  Material  Take  Off  Worksheet 


Building  Nome:  UJlLSOf^ 


Sheet  ^  of  ^ 


Date  Prepared:  Estimator: _  STlck _ 


BID  lTEM-(^?#^77/g>257;8£tPpiA^<$  /cMkiHQi 


Quantity 


Description  _ 


0\if.  d7  OT^'ZO  ll^l  _ 

OP  B)(,T  Poof2s  d  Wt^covJS 


Od-  osmo  IM  lHSrt^UlH6i  rVIBT. _ 


mPThi^esTf^fp  NBopfi&ne _ 


&ac&>  ofi  syr.  O002,  ii4s^o  4^ 


Unit 

Measurement 


933702 


Mon  10  Jan  1994 


U.S.  Army  Corps  of  Engineers 

PROJECT  CB2593:  CB  BLDG  259,  ECO  13  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 


TIME  15:04:36 


TITLE  PAGE  1 


CB  BLDG  259,  ECO  |3 
ESOS  Carlisle  Barracks 
Contract  No.  DACA65-93-C-D013 
Building  259,  Caulk  &  ii.S. 
Carlisle  Barracks,  PA 


Designed  By:  Benatec  Associates 
Estimated  By:  Benatec  Associates 


Prepared  By: 


Benatec  Associates 


Date:  01/10/94 


M  C  A  C  E  S  GOLD  EDITION 
Composer  GOLD  Copyright  (C)  1985,  1988,  1990,  1992 
by  Building  Systems  Design,  Inc. 


Release  5.20J 


LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B 


DPB  ID:  NAT92A 


Hon  10  Jan  1994 


TIME  15:04:36 


PROJECT  CB2593; 


D.S.  Army  Corps  of  Engineers 
CB  BLDG  259,  SCO  |3  -  ESOS  Carlisle  Barracks 

INTERIM  SUBMISSION  SETTINGS  PAGE  1 

H  CONTRACTOR  SETTINGS  ** 


AMOUNT  PCT  PCT  S  RISK  DIFF  SIZE  PERIOD  INVEST  ASSIST  SUBCON 


01  General  Contractor 


OVERHEAD 

P  5.00 

HOMS  OFC 

P  10.00 

PROFIT 

C  8.65 

0.052  0.075  0.119  0.052  0.075  0.120  0.118 

BOND 

P  2.00 

LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREli  ID:  NAT92B  UPB  ID:  NAT92A 


Mon  10  Jan  1994 
TJBIE  OF  CONTENTS 


B.S.  Army  Corps  of  Engineers 

PROJECT  CB2593:  CB  BLDG  259,  ECO  f3  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 


SUMMARY  REPORTS  SUMMARY  PAGE 

PROJECT  ONNER  SUMMARY  -  LEVEL  1 . 1 

PROJECT  DIRECT  SUMMARY  -  LEVEL  1 . 2 

CONTRACTOR  INDIRECT  SUMMARY . 3 


DETAILED  ESTIMATE  DETAIL  PAGE 

01.  Contract . 1 


No  Backup  Reports... 


TIME  15:04:36 
CONTENTS  PAGE  1 


*  *  *  END  TABLE  OF  CONTENTS 


i  «  * 


Hon  10  Jan  1594 


U.S.  Any  Corps  of  Engineers  TIME  15:04:36 

PROJECT  CB2593:  CB  BLDG  259,  ECO  13  -  ESOS  Carlisle  Barracks 

INTERIM  SUBMISSION  SUMMARY  PAGE  1 

i*  PROJECT  0«NSR  SUMMARY  -  LEVEL  1  ** 


QUANTITY  UOM 

CONTRACT 

ESCALATN 

CONTINGN 

SIOH 

TOTAL  COST  UNIT  COST 

01  Contract 

1.00  EA 

1,793 

0 

90 

0 

1,883  1882.83 

CB  BLDG  259,  ECO  t3 

1.00  EA 

1,793 

0 

90 

0 

1,883  1882.83 

LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  UPB  ID;  NAT92A 


Hod  10  Jan  1994 


TIME  15:04:36 


D.S.  Army  Corps  of  Engineers 

PROJECT  CB2593:  CB  BLDG  259,  ECO  #3  ■  ESOS  Carlisle  Barracks 

IHTERIH  SDBHISSIOR  SDHHARY  PAGE  2 

H  PROJECT  DIRECT  SDHHARY  -  LEVEL  1  ** 


OOAHTITY  UOH  HANHRS 


01  Contract  1.00  EA  36 


CB  BLDG  259,  ECO  |3  1.00  EA  36 

OVERHEAD 

SDBTOTAL 
HOME  OFC 

SDBTOTAL 

PROFIT 

SDBTOTAL 

BOND 

TOTAL  IHCL  INDIRECTS 
CONTNGENCY 

TOTAL  INCL  OWNER  COSTS 


LABOR 

EQDIPHHT 

HATERIAL 

OTHER 

TOTAL  COST  DHIT  COST 

1,281 

9 

110 

0 

1,401 

1400.85 

1,281 

9 

110 

0 

1,401 

1400.85 

70 


1,471 

147 


1,618 

140 


1,758 

35 


1,793 

90 


1,883 


LABOR  ID:  R01J2  EQDIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  HAT92B  DPB  ID:  NAT92A 


Mon  10  Jan  1994 


TIME  15:04;36 


D.S,  Aray  Corps  of  Engineers 

PROJECT  CB2593;  CB  BlDG  259,  ECO  »3  -  ESOS  Carlisle  Barracks 

IHTERIH  SUBMISSION  SUMMARY  PAGE  3 

**  CONTRACTOR  INDIRECT  SUMMARY  h 


DIRECT 

HOME  OFC 

PROFIT 

BOND 

TOTAL  COST  UNIT  COST 

GC  General  Contractor 

1,401 

70 

147 

140 

35 

1,793  1793.17 

LABOR  ID:  R01_92  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  UPB  ID:  NAT92A 


Hon  10  Jan  1994 


TIME  15:04:36 


B.S,  Army  Corps  of  Engineers 

PROJECT  CB2593:  CB  BLDG  259,  ECO  jf3  -  ESOS  Carlisle  Barracks 
DETAILED  ESTIMATE  INTERIM  SUBMISSION  DETAIL  PAGE  1 

01.  Contract 


QDANTY  DOM  CREW  ID  MANBRS  LABOR  EQUIPHNT  MATERIAL  OTHER  TOTAL  COST 


Contract 


Polyurethane  Cipd,l/4’rl/4‘Joint 

4.65 

166.39 

1.03 

9.54 

0.00 

176.96 

on  Eit.  Doors  6  Windows 

5.62  CLF  ARFCA 

26 

935 

6 

54 

0 

995 

Mtl  Weatherstrip  w/Neoprene  Bulb 

0.07 

2.62 

0.03 

0.66 

0.00 

3.31 

For  Head  and  Jamb 

49.00  LF 

ACARB 

4 

128 

1 

32 

0 

162 

Mtl  Weatherstrip  for  Door  Bottom 

0.21 

7.50 

0.08 

0.85 

0.00 

8.42 

Surface  Mounted  w/Vinyl  Bulb 

29.00  LF 

ACARB 

6 

217 

2 

25 

0 

244 

Bulb 

Contract 

36 

1,281 

9 

110 

0 

1,401 

CB  BLDG  259,  ECO  13 

36 

1,281 

9 

110 

0 

1,401 

LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  HAT92B  UPB  ID;  NAT92A 


Hon  10  Jar,  1994 


U.S.  Army  Corps  of  Engineers 

PROJECT  CB2593:  CB  BLDG  259,  ECO  |3  -  ESOS  Carlisle  Barracks 
INTERIM  SDBHISSION 


TIME  15:04:36 


E.RROR  REPORT 


ERROR  PAGE  1 


Mo  errors  detected... 


i  t  * 


END  OF  ERROR  REPORT 


i  i  i 


LABOR  ID:  R01_92  EQDIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  DPB  ID:  NAT92A 


Building  311 
(Typical  for  312) 

Architectural  Estimate 


933702 


-V  -r  li'CAldllSLE:BAMl^CKS,El^CY^nJiI)Y^^^ 

I  Individual  Building  Material  Take  Off  Worksheet  1 


Building  No.  ^//  Building  Name;  ^ 

Date  Prepared:  ^  JAa/  Estimator;  OJL  j  Sheet  f  of  ^ 


BID  ITEW  HM/.4./^(OOP  /^SOLAT/0^ 


Description  _ 


2^f(\o\/AL  4  Qe^serr/f^Ci  of 


^\srb>  /^ILLUJOR^IiL  (BASB  4  CAS/^Ci^ 


oil/.  02  Re^o^AL  OF  HORseHNR 


PCAeTB/Z  4  i'JOOO  L/^th  . 


01t\0  (003  thiSTh^UL  A 


fAceo  Fi^ea^CA^s  in^ol  no 


VV/AtC  /h/$OLATiOf^ 


DN-01  01210  (On  /f^STAUU  O'''0NFA0Bb 


FiB>£RCtLAS$  fNSOL.  Rz  1^,0  (CCCiJ^SoL 


0\\l>ORO^2^0  1002  (/^^rALL  P/Cy- 


VOALLf/hJCLUOS  4001 ' 


Oi\(M  CPR20  m\  pAm^/c,  yo'odtfbj^l  3S^S 


Unit 

Quantity  Measurement 


Tue  17  May  1994 


TIME  15:50:30 


O.S.  Army  Corps  of  Engineers 

PSOJEC?  CB3111:  CB  BLDG  311,  ECO  |1  -  ESOS  Carlisle  Barracks 

PREFINAL  SUBMISSION  TITLE  PAGE  1 


CB  BLDG  311,  ECO  |1 
ESOS  Carlisle  Barracks 
Contract  No.  DACA65-93-C-0018 
Building  023, Wall  &  Roof  Insul. 
Carlisle  Barracks,  PA 


Designed  By:  Benatec  Associates 
Estitated  By:  Benatec  Associates 


Prepared  By: 


Benatec  Associates 


Date:  05/17/94 


H  C  A  C  E  S  GOLD  E  D  I  T  I 
Composer  GOLD  Copyright  (C)  1985,  1988, 
by  Building  Systems  Design,  Inc 
Release  5.20J 


0  N 

1990,  1992 


LABOR  ID:  ROl  92  EODIP  ID:  RGOIh? 


rnrrporv  'r  DOM-SRS 


mw  rn-  NtTUon  ppr  td-  NiTgos 


Tue  17  Hay  1994 


U.S.  Army  Corps  of  Engineers 

PROJECT  CB3111:  CB  BLDG  311,  ECO  fl  -  ESOS  Carlisle  Barracks 
PREFINAl  SUBMISSION 


TIME  15:50:30 
SETTINGS  PAGE  1 

**  CONTRACTOR  SETTINGS  ** 

AMOUNT  PCT  PCI  S  RISK  DIFF  SIZE  PERIOD  INVEST  ASSIST  SUBCON 


01  General  Contractor 

OVERHEAD 
HOME  OFC 
PROFIT 
BOND 


S 

5.00 

5.00 

p 

10.00 

s 

8.66 

5.00 

p 

2.00 

02  Electrical  Contractor 


OVERHEAD 
HOME  OFC 
PROFIT 
BOND 


P  5.00 

P  10.00 

C  8.66 

P  2.00 


0.052  0.075  0.119  0.052 


0.075  0.120  0.118 


LABOR  ID:  ROl  92  EOUIF  ID;  RG0192 


Ctirrercv  in  DOLLARS 


rRFW  II«TQ?R 


DPR  ID* 


TIME  15:50:30 


Tue  17  Hay  1994 


TiBlE  OF  CONTEHTS 

• . 


U.S.  Any  Corps  of  Engineers 

PROJECT  CB3111:  CB  BLDG  311,  ECO  fl  -  ESOS  Carlisle  Barracks 

PREFINAL  SUBMISSION  CONTENTS  PAGE  1 


SUMMARY  REPORTS  SUMMARY  PAGE 

PROJECT  OWNER  SUMMARY  -  LEVEL  1 . 1 

PROJECT  DIRECT  SUMMARY  -  LEVEL  1 . 2 

CONTRACTOR  INDIRECT  SUMMARY . 3 


DETAILED  ESTIMATE  DETAIL  PAGE 

01.  Contract . 1 


No  Backup  Reports... 


*  *  *  END  TABLE  OF  CONTENTS  *  *  * 


Tue  17  Hay  1994 


TIHE  15:50:30 


U.S.  Amy  Corps  of  Engineers 

PROJECT  CB3111:  CB  BLDG  311,  ECO  |1  -  ESOS  Carlisle  Barracks 

PREFINAL  SUBMISSION  SUMMARY  PAGE  1 

a  PROJECT  OWNER  SUMMARY  -  LEVEL  I  ** 

•- . . . 


QUANTITY  UOM 

CONTRACT 

ESCALATN 

CONTINGN 

SIOH 

TOTAL  COST  UNIT  COST 

01  Contract 

1.00  EA 

18,325 

0 

916 

0 

19,242  19241.55 

CB  BLDG  311,  ECO  |1 

1.00  EA 

18,325 

0 

916 

0 

19,242  19241.55 

iiROP  Tn«  pni  Q9 


cniiTP  Tn»  pr.niQ? 


Ttirronrv  in  nOT.I.iPP 


rPPU  TIPP  Tn»  WaTQ7B 


Tue  17  Hay  1994 


TIHE  15:50:30 


OVERHEAD 

SUBTOTAL 
HOME  OFC 

SUBTOTAL 

PROFIT 

SUBTOTAL 

BOND 

TOTAL  IHCL  INDIRECTS 
CONTNGENCY 


U.S.  Aray  Corps  of  Engineers 

PROOECT  CB3111:  CB  BLDG  311,  ECO  |1  -  ESOS  Carlisle  Barracks 
PREFINAL  SUBHISSION 
a  PROJECT  DIRECT  SUMMARY  -  LEVEL  1  ** 


SUMMARY  PAGE  2 


OUANTITY  UOH 

HANHRS 

LABOR 

EQUIPMNT 

MATERIAL 

OTHER 

TOTAL  COST  UNIT  COST 

01  Contract 

1.00  EA 

398 

12,402 

97 

2,666 

0 

15,166  15166.08 

CB  BLDG  311,  ECO  #1 

1.00  EA 

398 

12,402 

97 

2,666 

0 

15,166  15166.08 

564 


15,730 

1,184 


16,914 

1,128 


18,042 

283 


18,325 

916 


TOTAL  INCL  OBNER  COSTS 


19,242 


LABOR  ID:  ROl  92  FOUIP  TP;  pr,01<)2 


Cnrrprrv  in  DOLI-SRS 


fRFW  TP-  NATQOP  PPP  TP;  NAT<)?)1 


Tue  17  Hay  1994 


TIHE  15:50:30 


B.S.  Aray  Corps  of  Esgineers 

PROJECT  CB3111:  CB  BLDG  311,  ECO  #1  -  ESOS  Carlisle  Barracks 


PREFINAL  SDBHISSION  SOHHARY  PAGE  3 

**  CONTRACTOR  INDIRECT  SOHHARY  ** 


DIRECT  OVERSEAD  EOHE  OFC  PROFIT  BOND  TOTAL  COST  DNIT  COST 


«<  Noo-Contracted  Work  >» 
GC  General  Contractor 
EL  Electrical  Contractor 


3,888  0  0  0 

10,673  534  1,121  1,068 

605  30  64  60 


0  3,888  3888,06 
268  13,663  13662.58 
15  775  774.65 


LABOR  ID:  ROl  92  fOinp  Tn-  bcoio? 


Pnrrf^nrv  in 


pppw  Tn»  VB’PQ'jR  UPR 


Tue  17  May  1994 
DETAILED  ESTIMATE 


TIME  15:50:30 


U.S,  Amy  Corps  of  Engineers 

PROJECT  CB3111:  CB  BLDG  311,  ECO  11  -  ESOS  Carlisle  Barracks 

P8EFINAL  SUBMISSION  DETAIL  PAGE  1 

01.  Contract 


QDANTY  UOM  CREW  ID 

HANHRS 

LABOR 

EODIPMNT 

MATERIAL 

OTHER 

TOTAL  COST 

Contract 

Reioval  &  Resetting  of  Millwork 

0.03 

0.95 

0.01 

0.00 

0.00 

0.96 

1072.00  LF  DLABF 

35 

1,018 

8 

0 

0 

1,026 

Removal  of  Horsehair  Plaster  S 

0.01 

0.38 

0.00 

0.00 

0.00 

0.38 

Hood  Lathe 

3868.00  SF  DLABF 

51 

1,470 

11 

0 

0 

1,481 

4'  Kraft  Faced, Rll  Fbgs  Insul 

0.01 

0.30 

0.00 

0.14 

0.00 

0.44 

3868.00  SF  ACARA 

32 

1,149 

11 

533 

0 

1,694 

O'Onfaced  Batt,R19  Fbgs  Insul 

0.01 

0.30 

0.00 

0.21 

0.00 

0.51 

2060.00  SF  ACARA 

17 

612 

6 

437 

0 

1,055 

1/2'  Drywall,0ne  Layer,  One  Face 

0.02 

0.69 

0.01 

0.22 

0.00 

0.92 

On  Metal  Studs  or  Furring,  (ISnua)  3868.00  SF  ACARB 

44 

1,552 

16 

749 

0 

3,557 

For  Taping,  Spackling,  And 

31 

1,117 

11 

112 

Interior  Roller  Work 

0.01 

0.29 

0.00 

0.19 

0.00 

0.48 

One  Coat  Primer-Two  Coats  Paint 

3868.00  SF  APTRA 

42 

1,110 

12 

738 

0 

1,860 

^j^ectrical  Work  on  Switches  6 

0.28 

11.00 

0.04 

2.12 

0.00 

13.16 

Outlets 

46.00  EA  EELEB 

13 

506 

2 

98 

0 

605 

Lead  Paint  Abatement 

0.03 

1.00 

0.01 

0.00 

0.00 

1.01 

3868.00  SF  DLABB 

134 

3,868 

20 

0 

0 

3,888 

Contract 

398 

12,402 

97 

2,666 

0 

15,166 

,  CB  BLDG  311,  ECO  |1 

398 

12,402 

97 

2,666 

0 

15,166 

tHROR  IDr  pni  07  fftliTP  Tn-  pcniq7 


Ptirroprv  in  pril.TIiRQ 


rPRW  Tn*  NIT07P  PPB  7n»  Nl'TQ'Ji 


Tue  17  Kay  1994  U.S.  Aray  Corps  of  Eogioeers 

PROJECT  CB3111:  CB  BLDG  311,  ECO  #1  -  ESOS  Carlisle  Barracks 
ERROR  REPORT  PREFINAL  SDBHISSION 


No  errors  detected... 


i  i  * 


END  OF  ERROR  REPORT  *  *  * 


TIKE  15:50:30 
ERROR  PAGE  1 


LABOR  ID:  ROl  <t?  wtp  in*  pr,ni07 


rrrronrv  in 


rppw  TD-  npR  nbtq^h 


CAJRLISLjE  BAIUL\CKS  EIWRGY  STUDY 

Individual  Building  Material  Take  OfT  Worksheet 

Building  No.  0//  Building  Name:  311 

I  Date  Prepared:  v/Aa/  ^4^  Estimator:  IXIZ— 

Sheet  2.  of  2  | 

1  BID  ITEIVf 

Description 

Quantity 

Unit 

Measurement 

W.  oi  omo  noi  poLrutzaTHAHS. 

CMLKiNCf  CP  exTsBiOR  DooRe 

4:  \SJlhJ0OL0S 

D\\J  03  Obl30  I60(a  /N^J^  /r\BT^ 

(^/  ^eopneNB 

B0L3  OM  S^XTSQiOlZ  OOQ/1 

J A/VI 5  ^  //<5AD 

I3(p 

Z.F. 

D/(/.^8  087S0  1001  wlPATHeB^mip 

cooe  £>cTro/n‘5 

23 

L.F. 

• 

933702 


Thu  06  Jan  1994 


O.S.  Army  Corps  of  Engineers 

PROJECT  CB3113:  CB  BLDG  311,  ECO  13  -  ESOS  Carlisle  Barracks 
INTERIM  SDBMISSIOH 


TIME  15:46:17 


TITLE  PAGE  1 


CB  BLDG  311,  ECO  f3 
ESOS  Carlisle  Barracks 
Contract  No.  DACA65-93-C-0018 
Building  311,  Caulk  &  ii.S. 
Carlisle  Barracks,  PA 


Designed  By:  Benatec  Associates 
Estimated  By:  Benatec  Associates 


Prepared  By: 


Benatec  Associates 


Date:  01/06/94 


HCACES  GOLD  EDITION 
Composer  GOLD  Copyright  (C)  1935,  1988,  1990,  1992 
by  Building  Systems  Design,  Inc. 

Release  5.20J 


LABOR  ID:  R01J2  EOOIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B 


BPB  ID:  NAT92A 


Tho  06  Jan  1994 


n.S.  Arny  Corps  of  Engineers 

PSOjECT  CB3113:  CB  BLDG  311,  ECO  #3  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 


TIME  15:46:17 


SETTINGS  PAGE  1 

**  CONTRACTOR  SETTINGS  ** 

AMOUNT  PCT  PCT  S  RISK  DIFF  SIZE  PERIOD  INVEST  ASSIST  SUBCON 


01  General  Contractor 


OVERHEAD 

P 

5.00 

HOME  OFC 

P 

10.00 

PROFIT 

C 

8.65 

0.052  0.075  0.119  0.052  0.075  0.120  0.118 

BOND 

P 

2.00 

LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  UPB  ID:  NAT92A 


Thu  06  Jan  1994 


U.S.  Army  Corps  of  Engineers 

PROJECT  CB3113:  CB  BLDG  311,  ECO  13  ■  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 


TIME  15:46:17 


TABLE  OF  CONTENTS 


CONTENTS  PAGE  1 


SUMMARY  REPORTS  SUMMARY  PAGE 

PROJECT  OKNER  SUMMARY  -  LEVEL  1 . 1 

PROJECT  DIRECT  SUMMARY  -  LEVEL  1 . 2 

CONTRACTOR  INDIRECT  SUMMARY . 3 


DETAILED  ESTIMATE  DETAIL  PAGE 

01.  Contract . . . 1 


No  Backup  Reports... 


tit 


END  TABLE  OF  CONTENTS  *  »  * 


Thu  06  Jan  1994 


TIME  15:46:17 


O.S.  Any  Corps  of  Engineers 

PROJECT  CB3113:  CB  BLDG  311,  ECO  f3  -  ESOS  Carlisle  Barracks 

INTERIM  SCBHISSION  SUMMARY  PAGE  1 


**  PROJECT  OWNER  SUMMARY  - 

LEVEL  1  ** 

QUANTITY  UOM 

CONTRACT 

ESCALATN 

COHTINGN 

SIOH 

TOTAL  COST  UNIT  COST 

01  Contract 

1.00  EA 

2,327 

0 

116 

0 

2,444  2443.64 

CB  BLDG  311,  ECO  f3 

1.00  EA 

2,327 

0 

116 

0 

2,444  2443.64 

LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  MAT92B  UPB  ID:  NAT92A 


Thu  06  Jan  1994 


TIKE  15:46:17 


U.S.  Amy  Corps  of  Engineers 

PROJECT  CB3113:  CB  BLDG  311,  ECO  #3  •  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 

H  PROJECT  DIRECT  SUMMARY  -  LEVEL  1  t* 


SUMMARY  PAGE  2 


QUANTITY  UOM 

HANHRS 

LABOR 

EQUIPMNT 

MATERIAL 

OTHER 

TOTAL  COST  UNIT  COST 

01  Contract 

1.00  EA 

46 

1,631 

12 

174 

0 

1,818  1818.09 

CB  BLDG  311,  ECO  f3 

1.00  EA 

46 

1,631 

12 

174 

0 

1,818  1818.09 

OVERHEAD 


91 


SUBTOTAL  1,909 

HOME  OFC  191 

SUBTOTAL  2,100 

PROFIT.  182 

SUBTOTAL  2,282 

BOND  46 

TOTAL  INCL  INDIRECTS  2,327 

CONTNGENCY  116 

TOTAL  INCL  ONNER  COSTS  2,444 


LABOR  ID:  R01_92  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  UPB  ID:  NAT92A 


Thn  06  Jan  1994 


TIME  15:46:17 


D.S.  Arny  Corps  of  Engineers 

PROJECT  CB3113:  CB  BLDG  311,  ECO  |3  ■  E803  Carlisle  Barracks 

INTERIM  SUBMISSION  SDMMART  PAGE  3 


ii . 

i»  CONTRACTOR  INDIRECT  SUMMARY  ** 

DIRECT 

OVERHEAD 

HOME  OFC 

PROFIT 

BOND 

TOTAL  COST  UNIT  COST 

GC  General  Contractor 

1,818 

91 

191 

182 

46 

2,327  2327.28 

LABOR  ID:  R01_92  EQDIP  ID:  RG0I92 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  DPB  ID:  HAT92A 


Thu  06  Jan  1994 


TIHE  15:46:17 


U.S.  Arny  Corps  of  Engineers 

PROJECT  CB3113:  CB  BLDG  311,  ECO  #3  -  ESOS  Carlisle  Barracks 

INTERIM  SDBHISSION  DETAIL  PAGE  1 

01.  Contract 


ODANTY  OOM  CREW  ID  HARHRS  LABOR  EQOIPMST  MATERIAL  OTHER  TOTAL  COST 


Contract 

Polynrethane  Capd,l/4'rl/4’3oint 

on  Ext,  Doors  &  Windows  6.40  CLF  ARFCA 

Mtl  Weatherstrip  w/Heoprene  Bulb 

For  Head  and  Jaiab  136.00  LF  ACARB 

Mtl  Weatherstrip  for  Door  Bottot 

Surface  Mounted  w/Vinyl  Bulb  28.00  LF  ACARB 

Bulb 


Contract 


CB  BLDG  311,  ECO  It3 


4.65 

166.39 

1.03 

9.54 

0.00 

176.96 

30 

1,065 

7 

61 

0 

1,133 

0.07 

2.62 

0.03 

0.66 

0.00 

3.31 

10 

357 

4 

89 

0 

450 

0.21 

7.50 

0.08 

0.85 

0.00 

8.42 

6 

210 

2 

24 

0 

236 

46 

1,631 

12 

174 

0 

1,818 

46 

1,631 

12 

174 

0 

1,818 

DETAILED  ESTIMATE 


LABOR  ID:  R01_92  EQDIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  UFB  ID:  MAT92A 


U.S.  Amy  Corps  of  Engineers 

PHOjECI  CB3113:  CB  BLDG  311,  ECO  f3  ■  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 


TIME  15:46:17 


"he  06  Jan  1594 
ERROR  REPORT 


ERROR  PAGE  1 


No  errors  detected... 


*  *  * 


END  OF  ERROR  REPORT 


i  t  i 


LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  HAT92B  UPB  ID:  NAT92A 


r  J:  CARLISLE  BAW^C^  mJOT  |  ^ 

Individual  Building  Material  Take  Off  Worksheet 


Building  No.  ^/3  Building  Name:  Opp-fCSf^^S 

1  Dale  Prepared:  //  \jA,hJ  ^4  Estimator:  D^JL. 

Sheet  /  of  ^  j| 

1  BID  iTElVf  y^Lt/  QoOf  iNSUL/TlOf^  1 

Description 

Quantity 

Unit 

Measurfemcnt 

01^.02  I2P/^^VaL  ^  Qs^BTTiNq  CP 

PXI^T'O-  MLUD/Sk.  (Bf^SE  4 

fl£ 

L.F, 

D\\J,0b  Cthll  4201  2k4-  ppp/AtNQ 

Af^OOhlO  UdlNOtOO  4 

355* 

6.F. 

0l\/.0C>  IxS  P/^6  siA/Hd 

imsssi 

L.p, 

Ol\l,01  /NejJ^LL  2"  ptOlO  fbLYl^O. 

IN5UL.  e>D.  fP.3  (UJLLL  /HSuC^ 

'ZC>3(o 

S.F. 

Div.  ol  0121O  1003  MStLLL  4" 

piceo  fideeocA<b5  iNsut  .^•Ho 

(CJA-U  If^SoCAVo/^) 

2584 

S.F, 

DN.oq  C(J26^ /ooz  /Ne>T/Ul.  '/2" 

DQYOJALL  (it^cLoDB  400(  ) 

Zti>Z0> 

G,F. 

/ 

DN.Cq  STALL  ^D.  2''  ‘yI 

Q  '24" ON  OJALL^ 

17.2^ 

C.L.F. 

D14.04  OWO  (Z2l  PAWT/Mc,  !/y" 

OAYUJALL. 

ZC,3(^ 

sp. 

933702 


.  .  CARLISLE  BAIWACXS  EI^^ 

Individual  Building  Material  Take  Off  Worksheet 


Building  No.  3/3 


Building  Name: 


Date  Prepared:  //  ^4  Estimator:  D  0  L 


Sheet^of  3 


BID  ITEIVf  /N^LATWA4 


Description 


D!^.  to  BL6cr&.IC.  UiCAt:: 


OUTl-STi  ^  '^u)iTc:He.S:> 


Quantity 


24 


Unit 

Measurement 


933702 


Thu  13  Jan  1994 


U.S.  Army  Corps  of  Engineers 

PROJECT  CB3131:  CB  BLDG  313,  ECO  fl  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 


TIME  14:23:35 
TITLE  PAGE  1 


CB  BLDG  313,  ECO  11 
ESOS  Carlisle  Barracks 
Contract  No.  DACA65-93-C-0018 
Building  313, Wall  L  Roof  Insul. 
Carlisle  Barracks,  PA 


Designed  By: 
Estimated  By: 


Benatec  Associates 
Benatec  Associates 


Prepared  By:  Benatec  Associates 


Date:  01/13/94 


M  C  A  C  E  S  GOLD  EDITION 
Composer  GOLD  Copyright  (C)  1985,  1988,  1990,  1992 
by  Building  Systems  Design,  Inc. 

Release  5.20J 


LABO?,  ID:  RDl  52  ECUIP  ID:  S35152 


Currer.cy  ir.  DOLLARS 


CREVi  ID:  iiAT52B  UFB  ID:  NAT52A 


D.S.  Aray  Corps  of  Engineers 

PROJECT  CB3131:  CB  BLDG  313,  ECO  fl  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 


TIME  14:23:35 
SETTINGS  PAGE  1 


H  CONTRACTOR  SETTINGS  h 


PCT  PCT  S 


RISK 


DIFF 


SIZE  PERIOD  INVEST  ASSIST  SUBCON 


S  5.00  5.00 

P  10.00 

S  8.66  5.00 

P  2.00 


P  5.00 

P  10.00 

C  8.66  0.052  0.075  0.119  0,052  0.075  0.120  0.118 

P  2.00 


01  General  Contractor 

OVERHEAD 
HOME  OFC 
P.ROFIT 
BOND 

02  Electrical  Contractor 

OVERHEAD 
HOME  OFC 
•PROFIT 
BOND 


LABOR  ID:  R01J2  EQUIP  ID:  RG0152  Currency  in  DOLLARS 


CREW  ID:  NAT92B 


Thn  13  Jan  1994 


KE  OF  COHTENTS 


D.S.  Army  Corps  of  Engineers 

PROJECT  CB3131:  CB  BLDG  313,  ECO  |1  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 


SUMMARY  REPORTS  SUMMARY  PAGE 

PROJECT  OWNER  SUMMARY  -  LEVEL  1 . 1 

PROJECT  DIRECT  SUMMARY  -  LEVEL  1 . 2 

CONTRACTOR  INDIRECT  SUMMARY . 3 


DETAILED  ESTIMATE  DETAIL  PAGE 

01.  Contract . . . 1 


No  Backup  Reports. . . 


UPB  ID:  NAT92A 

TIME  14:23:35 
COHTENTS  PAGE  1 


*  *  *  END  TABLE  OF  CONTENTS  *  *  * 


LABOR  ID:  R31  92 


EOF:?  ID:  RG0192 


CREii  ID:  NA792B  DPB  ID:  SAT92A 


Currency  In 


LARS 


B.S.  Arty  Corps  of  Engineers  TIKE  14:23:35 

PROJECT  CB3131:  CB  BLDG  313,  ECO  |1  -  ESOS  Carlisle  Barracks 

INTERIM  SUBMISSION  SUMMARY  PAGE  1 

H  PROJECT  OWNER  SUMMARY  -  LEVEL  1  ** 


QUANTITY  DOM 

CONTRACT 

ESCALATN 

CONTINGH 

SIOH 

TOTAL  COST  UNIT  COST 

01  Contract 

1.00  EA 

15,069 

0 

753 

0 

15,822  15822.22 

CB  BLDG  313,  ECO  |1 

1.00  EA 

15,069 

0 

753 

0 

15,822  15822,22 

Thn  13  Jan  1994 


LABOR  ID;  RfllJ2  ECUIF  ID:  RG0192 


Currency  in  DOLLARS 


CRE'»s  ID:  HAT92B  UFB  ID:  NAT92A 


Thn  13  Jan  1994 


D.S.  Arty  Corps  of  Engineers 

PROJECT  CB3131:  CB  BLDG  313,  ECO  »1  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 

**  PROJECT  DIRECT  SUMMARY  -  LEVEL  1  ** 


TIME  14:23:35 
SUMMARY  PAGE  2 


QUANTITY  UOM 

HANHRS 

LABOR 

EQUIPHNT 

MATERIAL 

OTHER 

TOTAL  COST  UNIT  COST 

01  Contract 

1.00  EA 

212 

7,059 

70 

4,642 

0 

11,771  11771.36 

CB  BLDG  313,  ECO  |1 

1,00  EA 

212 

7,059 

70 

4,642 

0 

11,771  11771.36 

OVERHEAD 

SUBTOTAL 
OFC 


SUBTOTAL 

PROFIT 

SUBTOTAL 


TOTAL  INCL  INDIRECTS 
CONTNGENCY 


589 


12,360 

1,236 


13,596 

1,177 


14,773 

295 


15, ( 


753 


TOTAL  INCL  O's'NER  COSTS 


15,822 


GC  General  Contractor  11,456  573  1,203  1,146  288  14,665  14664.62 

EL  Electrical  Contractor  316  16  33  32  8  404  404.16 


LABOH  ID:  mjl  EQUIP  ID:  BGUlsE 


CREii  ID:  SAT92B  UPB  ID:  NAT92A 


r 


urrsncy  in  DOLLARS 


Thn  13  Jan  1934 


LED  ESTIMATE 


D.S.  Army  Corps  of  Engineers 

PROJECT  CB3131:  CB  BLDG  313,  ECO  |1  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 
01.  Contract 


TIME  14:23:35 
DETAIL  PAGE  1 


OUANTY  UOH  CREW  ID 

HAHHRS 

LABOR 

EQDIPHHT 

MATERIAL 

OTHER 

TOTAL  COST 

Contract 

Reaoval  &  Resetting  of  Hillwork 

0.03 

0.95 

0.01 

0.00 

0.00 

0.96 

815.00  IF 

DLABF 

27 

774 

6 

0 

0 

780 

Sills  &  Plates, 2x4  So  Yel  Pine 

0.02 

0.80 

0.02 

0.24 

0.00 

1.06 

355.00  BF 

ACARD 

8 

284 

7 

87 

0 

378 

Jamb  Extensions 

0.03 

0.79 

0.01 

0.42 

0.00 

1.22 

533.00  IF 

DLABF 

15 

421 

3 

226 

0 

650 

•  2*  Polyiso.,R14.3  Rigid  Insnl. 

0.01 

0.26 

0.00 

0.90 

0.00 

1.16 

2636.00  SF 

ACARA 

19 

685 

7 

2,375 

0 

3,067 

4’  Kraft  Faced, Rll  Fbgs  Insul 

0.01 

0.30 

0.00 

0.14 

0.00 

0.44 

2584.00  SF 

ACARA 

22 

768 

7 

356 

0 

1,131 

1/2*  DryKall,One  Layer,  One  Face 

0.02 

0.69 

0.01 

0.21 

0.00 

0.91 

On  Metal  Studs  or  Furring, (13im)  2636.09  SF 

ACARB 

30 

1,057 

11 

486 

0 

2,396 

^p^or  Taping,  Spackling,  And 

21 

761 

8 

73 

Std.  2'  Z  Furring,  Galv. 

2.09 

74.50 

0.72 

28.09 

0.00 

103.31 

17.28  CLF 

ACARA 

36 

1,287 

12 

485 

0 

1,785 

Interior  Roller  Work 

9.01 

0.29 

0.00 

0.19 

0.00 

0.48 

One  Coat  Primer-Two  Coats  Paint 

2636.00  SF 

APTRA 

28 

756 

9 

503 

0 

1,268 

Electrical  Work  on  Outlets  6 

0.28 

11.00 

0.04 

2.12 

0.00 

13.16 

Switches 

24.00  EA 

EELEB 

7 

264 

1 

51 

0 

316 

Contract 

212 

7,059 

70 

4,642 

0 

11,771 

CB  BLDG  313,  ECO  |1 

212 

7,059 

70 

4,642 

0 

11,771 

LABOR  ID:  SOI  92 


EQUIP  ID;  SG0152 


CREW  ID:  iJATS2B  I'FB  ID:  NAI92A 


Currency 


in  DOLLARS 


Thu  13  Jan  1994 


REPORT 


B.S.  Aray  Corps  of  Engineers 

PROJECT  CB3131:  CB  BLDG  313,  ECO  -  ESOS  Carlisle  Barracks 
IHTERIH  SBBHISSIOH 


TIME  14:23:35 
ERROR  PAGE  1 


Ho  errors  detected... 


cXrlisle^barracxs 

Individual  Building  Material  Take  OfT  Worksheet  f 


Building  No.  3/3 _  Building  Name:  ^ZLUf^ 


Date  Prepared:  II  J^As/  Estimator:  OJL  Sheet 3  of  3 


_  BID  ITEM  V6PiyE£.*B7^lPp/^Q /C/^LkHNQ 


Description 


M.Ol  077'2j0  IIOI  PolYORerMFM^ 


OP  SKrS^/2/0/^ 


Doo/i^  4  OJinOOCaJ^ 


DN,08  08130  looG  /N^rp^UL  Mer. 


\\/£ATp£f?^PiP  <y  NPoppeNe 


BaCB  EXT^R.iO£  QooB 


Ki/^fYUh  ^  hrSf^O. 


730/007  \^6/^PG/£^AfF 


Qoo/L  BoiTo^ns 


Quantity 


Unit 

Measurement 


I0.‘2S> 


£^.L.E 


IO<1 


'Zb 


L.P. 


Z.  P. 


933702 


Ihn  13  Jan  1994 


U.S.  Aray  Corps  of  Engineers 

PROJECT  CB3133:  CB  BLDG  313,  ECO  f3  -  ESOS  Carlisle  Barracks 
INTERIM  SDBMISSION 


TIME  14:28:28 


TITLE  PAGE  1 


CB  BLDG  313,  ECO  13 
ESOS  Carlisle  Barracks 
Contract  Ho.  DACA65-93-C-0018 
Building  313,  Caulk  &  W.S. 
Carlisle  Barracks,  PA 


Designed  By:  Benatec  Associates 
Estimated  By:  Benatec  Associates 


Prepared  By: 


Benatec  Associates 


Date:  01/13/94 


M  C  A  C  E  S  GOLD  EDITION 
Composer  GOLD  Copyright  (C)  1985,  1988,  1990,  1992 
by  Building  Systems  Design,  Inc. 


Release  5.20J 


LABOR  ID:  R01_92  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  HAT92B  UPB  ID:  NAT92A 


Tlin  13  Jan  1994 


PROJECT  CB3133; 


U.S.  Aray  Corps  of  Engineers  TIME  14:28:28 

CB  BLDG  313,  ECO  f3  -  ESOS  Carlisle  Barracks 

INTERIM  SUBMISSION  SETTINGS  PAGE  1 

**  CONTRACTOR  SETTINGS  ** 


AMOUNT  PCT  PCT  S  RISK  DIFF  SIZE  PERIOD  INVEST  ASSIST  SUBCON 


01  General  Contractor 


OVERHEAD 

P 

5.00 

HOME  OFC 

P 

10.00 

PROFIT 

C 

8.65 

0.052  0.075  0.119  0.052  0.075  0.120  0.118 

BOND 

P 

2.00 

LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  UPB  ID:  NAT92A 


IhD  13  Jan  1994 


D.S.  Arty  Corps  of  Engineers 

PROJECT  CB3133:  CB  BLDG  313,  ECO  |3  -  ESOS  Carlisle  Barracks 
INTERIM  SDBMISSION 


TIME  14:28:28 


TABLE  OF  CONTENTS 


CONTENTS  PAGE  1 


SUMMARY  REPORTS  SUMMARY  PAGE 

PROJECT  OWNER  SUMMARY  -  LEVEL  1 . 1 

PROJECT  DIRECT  SUMMARY  -  LEVEL  1 . 2 

CONTRACTOR  INDIRECT  SUMMARY . 3 


DETAILED  ESTIMATE  DETAIL  PAGE 

01.  Contract . 1 


No  Backup  Reports... 


i  i  »  END  TABLE  OF  CONTENTS  *  *  * 


ThD  13  Jan  1994 


TIME  14:28:28 


U.S.  Army  Corps  of  Engineers 

PROJECT  CB3133:  CB  BLDG  313,  ECO  13  -  ESOS  Carlisle  Barracks 

INTERIH  SUBMISSION  SUMMARY  PAGE  1 

**  PROJECT  OWNER  SUMMARY  -  LEVEL  1  »* 


QUANTITY  DOM 

CONTRACT 

ESCALATN 

CONTINGN 

SIOH 

TOTAL  COST  UNIT  COST 

01  Contract 

1.00  EA 

3,053 

0 

153 

0 

3,205  3205.41 

CB  BLDG  313,  ECO  |3 

1.00  EA 

3,053 

0 

153 

0 

3,205  3205.41 

CREW  ID:  NAT92B  UPB  ID:  NAT92A 


LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


Thn  13  Jan  1994 


TIME  14:28:28 


U.S.  Amy  Corps  of  Engineers 

PROJECT  CB3133:  CB  BLDG  313,  ECO  13  -  ESOS  Carlisle  Barracks 
DETAILED  ESTIMATE  INTERIM  SUBMISSION  DETAIL  PAGE  1 

01.  Contract 


r . 

ODANTY  UO.M  CREW  ID 

MAKHRS 

LABOR 

EQDIPMNT 

MATERIAL 

OTHER 

TOTAL  COST 

Contract 

Polyurethane  Ciiipd,l/4*xl/4' Joint 

4.65 

166.39 

1.03 

9.54 

0.00 

176.96 

on  Ext.  Doors  8  Windows 

10.25  CLF  ARFCA 

48 

1,705 

11 

98 

0 

1,814 

Mtl  Weatherstrip  w/Neoprene  Bulb 

0.07 

2.62 

0.03 

0.66 

0.00 

3.31 

For  Head  and  Jamb 

109.00  LF  ACARB 

8 

286 

3 

72 

0 

360 

Mtl  Weatherstrip  for  Door  Bottom 

0.21 

7.50 

0.08 

0.85 

0.00 

8.42 

Surface  Mounted  w/Vinyl  Bulb 

Bulb 

25.00  IF  ACARB 

5 

187 

2 

21 

0 

211 

Contract 

61 

2,179 

15 

191 

0 

2,385 

CB  BLDG  313,  ECO  |3 

61 

2,179 

15 

191 

0 

2,385 

LABOR  ID:  R01J2  EODIP  ID:  RG0192 


Currency  in  DOLLARS 


CRE»  ID:  NAT92B  DPB  ID:  NAT92A 


Thn  13  Jan  1994 


TIME  14:28:28 


I'.S,  Any  Corps  of  Engineers 

PROJECT  CB3133:  CB  BLDG  313,  ECO  !t3  -  ESOS  Carlisle  Barracks 

INTERIM  SUBMISSION  SUMMARY  PAGE  2 

**  PROJECT  DIRECT  SUMMARY  ■  LEVEL  1  *» 


LABOR  EQBIPMNT  MATERIAL  OTHER  TOTAL  COST  UNIT  COST 


01  Contract 

CB  BLDG  313,  ECO  13 
OVERHEAD 

SUBTOTAL 
HOME  OFC 

SUBTOTAL 

PROFIT- 

SUBTOTAL 

BOND 

TOTAL  INCL  INDIRECTS 
CONTNGENCY 

TOTAL  IHCL  OMNER  COSTS 


1.00  EA 

61 

2,179 

15 

191 

0 

2,385 

2384.86 

1.00  EA 

61 

2,179 

15 

191 

0 

2,385 

2384.86 

119 


2,504 

250 


2,755 

238 


2,993 

60 


3,053 

153 


3,205 


LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  HAT92B  UPB  ID:  NAT92A 


TbD  13  JaE  1994 


TIME  14:28:28 


U.S.  Army  Corps  of  EBgineers 

PROJECT  CB3133:  CB  BLDG  313,  ECO  |3  -  ESOS  Carlisle  Barracks 

INTERIM  SDBMISSION  SUMMARY  PAGE  3 


0 . 

a  CONTRACTOR  INDIRECT  SUMMARY  ** 

DIRECT 

OVERHEAD 

HOME  OFC 

PROFIT 

BOND 

TOTAL  COST  UNIT  COST 

GC  General  Contractor 

2,385 

119 

250 

238 

60 

3,053  3052.77 

LABOR  ID;  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CRE«  ID:  HAT92B  DPB  ID:  NAT92A 


liiB  13  Jan  1931  U.S.  Aray  Corps  of  Engineers 

PROJECT  CB3133;  CB  BLDG  313,  ECO  |3  -  SSC3  Carlisle  Barracks 
ERROR  REPORT  INTERIM  SBBHISSIO.'i 


No  errors  detected,.. 


i  i  i 


END  OF  ERROR  REFCRT 


TIME  11:23:28 
ERROR  PAGE  1 


LABOR  ID:  RLM  92 


EOCI?  ID:  RG9192 


Currency  in  DOLLARS 


CREW  ID:  HAT92B 


UPB  ID;  SAT92A 


CARLISLE  BAlRRACKS  ENERGY  STUDY 
Individual  Ruilding  Take  OfT  Worksheet 


Building  No,  |  Building  Name;  > 

Date  Prepared:  Estimaton^^jA^S7V^^^>^____  Sheet|of2 


BID  ITEM  -  WALL/fZQOp  lUSOLAriOfi 


Description 


CBWJVSSB  tmL 


3TU0  WALLS 


tAS7s(2  i  Leac>  2Z\ 


|r^<-Lv40  C'b, 


I/.  01  C0LIJULO$B  iM. 


Unit 

Quantity  Measurement 


933702 


Tue  17  Hay  1994 


U.S.  Aray  Corps  of  Engineers 

PROJECT  CB3181:  CB  BLDG  318,  ECO  fl  -  ESOS  Carlisle  BarracAs 
PREFINAL  SUBMISSION 


TIME  14:53:51 


TITLE  PAGE  I 


CB  BLDG  318,  ECO  fl 
ESOS  Carlisle  BarracAs 
Contract  No.  DACA65-93-C-0018 
Building  318, Wall  8  Roof  Insul. 
Carlisle  Barracks,  PA 


Designed  By:  Benatec  Associates 
Estiaated  By:  Benatec  Associates 


Prepared  By: 


Benatec  Associates 


Date:  05/17/94 


MCACES  GOLD  EDITION 
Coaposer  GOLD  Copyright  (C)  1985,  1988,  1990,  1992 
hy  Building  Systems  Design,  Inc. 


Release  5.20J 


LABOR  ID:  ROl  97  in- 


CtirTPtirv  ir  DOIJ.ARS 


rPFW  in-  NITQPR  ItPR  TH-  V!T07a 


Tue  17  Hay  1994 


U.S.  Army  Corps  of  Engineers 

PROJECT  CB3181:  CB  BLDG  31B,  ECO  fl  -  ESOS  Carlisle  Barracks 
PREFINAL  SDBHISSION 


TIME  14:53:51 


SETTINGS  PAGE  1 


a  CONTRACTOR  SETTINGS  ** 


AMOUNT  PCT  PCT  S  RISK  DIFF  SIZE  PERIOD  INVEST  ASSIST  SDBCON 


01  General  Contractor 


OVERHEAD  S  5.00 
SOME  OFC  P  10.00 
PROFIT  S  8.66 
BOND  P  2.00 

02  Electrical  Contractor 

OVERHEAD  P  5.00 
HOME  OFC  P  10.00 
PROFIT  C  8.66 
BO.ND  P  2.00 


5.00 

5.00 


0.052  0,075  0.119  0.052  0.075  0.120  0.118 


LABOR  ID:  ROl  92  EQUIP  ID:  RROli)? 


Citrrprrv  in  nOLLARS 


rPFW  in*  IUTQ7R 


liPR  in*  NATQIJ 


Tue  17  Hay  1994  D.S.  Aray  Corps  of  Engineers  TIME  14:53:51 

PROJECT  CB3181:  CB  BLDG  318,  ECO  #1  -  ESOS  Carlisle  Barracks 

TABLE  OF  CORTEHTS  PREFIRAL  SDBHISSION  CORTENTS  PAGE  1 


S8MHARY  REPORTS  SDHMARY  PAGE 

PROJECT  OWRER  SDHMARY  -  LEVEL  1 . 1 

PROJECT  DIRECT  SDHMARY  -  LEVEL  1 . 2 

CORTRACTOR  IRDIRECT  SDHMARY . 3 


DETAILED  ESTIMATE  DETAIL  PAGE 

01.  Contract . 1 


No  Backup  Reports. . . 


*  *  *  END  TABLE  OF  CORTEHTS  *  *  * 


Tue  1?  Hay  1994 


TIME  14:53:51 


U.S.  Any  Corps  of  Ergineers 

PROJECT  CB3181:  CB  BLDG  318,  ECO  41  -  ESOS  Carlisle  Barracks 

PREFIHAL  SUBMISSION  SUMMARY  PAGE  1 


a  PROJECT  OWNER  SUMMARY  -  LEVEL  1  ** 


QUANTITY  DOM 

CONTRACT 

ESCALATN 

CONTIHGN 

SIOH 

TOTAL  COST  UNIT  COST 

01  Contract 

1.00  EA 

9,239 

0 

462 

0 

9,701 

9700.94 

CB  BLDG  318,  ECO  41 

1.00  EA 

9,239 

0 

462 

0 

9,701 

9700.94 

LABOR  ID:  R01  92  FOUIP  TD:  RGDIQ? 


Ciirrprrv  in  nOMARS 


rSPW  TO*  KATQ^R  OPR  TR-  IIITP7A 


Tue  17  May  1994 


TIME  14:53:51 


U.S.  Army  Corps  of  Esgineers 

PROJECT  CB3181:  CB  BLDG  318,  ECO  Ifl  -  ESOS  Carlisle  Barracks 
FREFINAL  SDBHISSION 
*1  PROJECT  DIRECT  SUMMARY  -  LEVEL  1  ** 


SUMMARY  PAGE  2 


OUANTITY  UOM 

MANHRS 

LABOR 

EQUIPMNT 

MATERIAL 

OTHER- 

TOTAL  COST  UNIT  COST 

01  Contract 

1.00  EA 

137 

4,237 

655 

2,325 

0 

7,217  7217.26 

CB  BLDG  318,  ECO  #1 

1.00  EA 

137 

4,237 

655 

2,325 

0 

7,217  7217.26 

OVERHEAD 

SUBTOTAL 
HOME  OFC 

SUBTOTAL 

PROFIT 

SUBTOTAL 

BOND 

TOTAL  INCL  IHDIRECTS 
CONTNGENCY 

TOTAL  INCL  OWNER  COSTS 


361 


7,578 

758 


8,336 

722 


9,058 

181 


9,239 

462 


9,701 


MRflP  in-  pni  05 


rn?TTp  Tn*  Drmo') 


ropw  in.  wBTOio  npc  in* 


Tue  17  Hay  1994 


TIME  14:53:51 


U.S.  Amy  Corps  of  Engineers 

FSOJECT  CB318I:  CB  BLDG  318,  ECO  #1  -  ESOS  Carlisle  Barracks 


PREFIHAL  SDBHISSION  SUMMARY  PAGE  3 

H  CONTRACTOR  INDIRECT  SUMMARY  ** 


DIRECT  OVERHEAD  HOME  OFC  PROFIT  BOND  TOTAL  COST  UNIT  COST 


GC  General  Contractor  7,217  361  758  722  181  9,239  9238.99 


LABOR  ID:  ROl  92  EOUIP  ID:  RGfl)92  Cnrrpnrv  ip  nOLLARR  fRE«  TD-  HATOOR  1IPR  TD-  RATQOJ 


Tue  17  May  1994 
DETAILED  ESTIMATE 


TIME  14:53:51 


D.S.  Aray  Corps  of  Engineers 

PROJECT  CB3181:  CD  BLDG  318,  ECO  #1  -  ESOS  Carlisle  Barracks 

PREFINAL  SUBMISSION  DETAIL  PAGE  1 

01.  Contract 


OUANTY  DOM  CREW  ID 

MANBRS 

LABOR 

EQDIPHNT 

MATERIAL 

OTHER 

TOTAL  COST 

Contract 

Blown-in  Cell.  Insul.  R22 

0.08 

2.38 

0.37 

0.56 

0.00 

3.31 

221.00  CF  AASBD 

17 

526 

81 

124 

0 

731 

Blown-in  Cell.  Insul.  Rll 

0.05 

1.66 

0.26 

1.17 

0.00 

3.09 

1364.00  SF  AASBD 

73 

2,267 

351 

1,590 

0 

4,208 

Blown-in  Cell.  Insul.  R19 

0.03 

0.88 

0.14 

0.37 

0.00 

1.38 

1646.00  SF  AASBD 

47 

1,444 

223 

611 

0 

2,277 

Contract 

137 

4,237 

655 

2,325 

0 

7,217 

CB  BLDG  318,  ECO  fl 

137 

4,237 

655 

2,325 

0 

7,217 

LABOR  TT);  ROl  a?  FfiOTP  tn-  PROtRA 


CnrTprrv  in  nOLLARR 


rPRW  TH*  HITq?B  nPR  TR.  )|»TQ?A 


Tue  17  Hay  1994 


ERROR  REPORT 


D.S.  Amy  Corps  of  Engineers 

PROJECT  CB3181:  CB  BLDG  31B,  ECO  |1  -  ESOS  Carlisle  Barracks 
PREFINAl  SDBMISSION 


TIHE  14:53:51 


ERROR  PAGE  1 


errors  detected. 


*  *  *  END  OF  ERROR  REPORT  *  *  * 


isnnn  in-  ooi  07 


FfinTP  Tn.  ocnioi 


ftirronrv  tn  noriiPC 


rppu  Tn»  v*tO')p  hpo  Tn»  wi'toib 


^  met  ^murri^s  waobs  i^H  sioss  <pfobl.  House. 


933702 


Thii  13  Jan  1994 


U.S.  Army  Corps  of  Engineers 

PROJECT  CB3183:  CB  BLDG  318,  ECO  f3  -  ESOS  Carlisle  Barracks 
INTERIM  SDBHISSIOR 


TIME  14:48:27 


TITLE  PAGE  1 


CB  BLDG  318,  ECO  |3 
ESOS  Carlisle  Barracks 
Contract  No.  DACA65-93-C-DD18 
Building  318,  Caulk  8  W.S. 
Carlisle  Barracks,  FA 


Designed  By:  Benatec  Associates 
Estimated  By:  Benatec  Associates 

Prepared  By:  Benatec  Associates 


Date:  01/13/94 


H  C  A  C  E  S  GOLD  EDITION 
Composer  GOLD  Copyright  (C)  1985,  1988,  1990,  1992 
by  Building  Systems  Design,  Inc. 

Release  5.20J 


LABOR  ID:  R01J2  EQCIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  HAT92B  OPB  ID:  HAT92A 


Thu  13  Jan  1994 


U.S.  Amy  Corps  of  Engineers 

PROJECT  CB3183:  CB  BLDG  318,  ECO  f3  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 


H  CONTRACTOR  SETTINGS  ** 
AMOUNT  PCT  PCT  S  RISK 


TIME  14:48:27 
SETTINGS  PAGE  1 


DIFF  SIZE  PERIOD  INVEST  ASSIST  SUBCON 


01  General  Contractor 


OVERHEAD 

P 

5.00 

HOME  OFC 

P 

10.00 

PROFIT 

C 

8.65 

0.052  0.075  0.119  0.052  0.075  0.120  0.118 

BOND 

P 

2.00 

LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  HAT92B  UPB  ID:  NAT92A 


Thu  13  Jan  1994 


U.S.  Any  Corps  of  Engineers 

PROJECT  CB3183:  CB  BLDG  318,  ECO  jf3  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 


TIME  14: 48; 27 


TABLE  OF  CONTENTS 


CONTENTS  PAGE  1 


SUMMARY  REPORTS  SUMMARY  PAGE 

PROJECT  OWNER  SUMMARY  -  LEVEL  1 . 1 

PROJECT  DIRECT  SUMMARY  -  LEVEL  1 . 2 

CONTRACTOR  INDIRECT  SUMMARY . 3 


DETAILED  ESTIMATE  DETAIL  PAGE 

01.  Contract . 1 


No  Backup  Reports... 


*  *  *  END  TABLE  OF  CONTENTS  *  *  * 


Thu  13  Jaa  1994 


TIME  14:48:27 


U.S.  Aray  Corps  of  Engineers 

PROJECT  CB3183:  CB  BLDG  318,  ECO  |3  -  ESOS  Carlisle  Barracks 

INTERIM  SDBMISSION  SUMMARY  PAGE  1 

a  PROJECT  0«NER  SUMMARY  -  LEVEL  1  ** 


QUANTITY  UOM 

CONTRACT 

ESCALATN 

CONTINGN 

SIOH 

TOTAL  COST  UNIT  COST 

01  Contract 

1.00  EA 

2,576 

0 

129 

0 

2,705  2705.05 

CB  BLDG  318,  ECO  |3 

1.00  EA 

2,576 

0 

129 

0 

2,705  2705.05 

LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREtf  ID:  HAT92B  UPB  ID:  HAT92A 


ThD  13  Jan  1994 


IIHE  14:48:27 


D.S.  Arm?  Corps  of  Engineers 

PROJECT  CB3183:  CB  BLDG  318,  ECO  f3  -  ESOS  Carlisle  Barracks 

ISTERIH  SDBMISSION  SDMHARY  PAGE  2 

**  PROJECT  DIRECT  SDMHARY  -  LEVEL  1  ** 


01  Contract 

CB  BLDG  318,  ECO  ||3 
OVERHEAD 

SUBTOTAL 
HOME  OFC 

SUBTOTAL 
PROFIT - 

SUBTOTAL 

BOND 

TOTAL  INCL  INDIRECTS 
CONTHGENCY 

TOTAL  INCL  OWNER  COSTS 


QUANTITY  UOM  HASHES 


1.00  EA  51 

1.00  EA  51 


LABOR 

EQUIPHNT 

MATERIAL 

1,812 

14 

187 

1,812 

14 

187 

OTHER  TOTAL  COST  DHII  COST 


0  2,013  2012.58 


0  2,013  2012.58 

101 


2,113 

211 


2,325 

201 


2,526 

51 


2,576 

129 


2,705 


LABOR  ID:  R01J2 


EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  HAT92B  UPB  ID:  NAT92A 


Thu  13  Jan  1994 


TIME  14:48:27 


U.S.  Army  Corps  of  Engineers 

PROJECT  CB3183:  CB  BLDG  318,  ECO  #3  -  ESOS  Carlisle  Barracks 

INTERIM  SUBMISSION  SUMMARY  PAGE  3 

**  CONTRACTOR  INDIRECT  SUMMARY  ** 


DIRECT 

OVERHEAD 

HOME  OFC 

PROFIT 

BOND 

TOTAL  COST  UNIT  COST 

GC  General  Contractor 

2,013 

101 

211 

201 

51 

2,576  2576.24 

LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  OPB  ID:  HAT92A 


Thu  13  Jan  1994 


TIME  14:48:27 


U.S.  Amy  Corps  of  Engineers 

PROJECT  CB3183:  CB  BLDG  318,  ECO  f3  -  ESOS  Carlisle  Barracks 
DETAILED  ESTIMATE  INTERIM  SUBMISSION  DETAIL  PAGE  1 

01.  Contract 


QBANTY  BOH  CREK  ID  MANHRS  LABOR  EQBIPHNT  MATERIAL  OTHER  TOTAL  COST 


Contract 


Polyurethane  Ci!ipd,l/4'xl/4’ Joint 

4.65 

166.39 

1.03 

9.54  0.00  176.96 

on  Ext.  Doors  &  Windows 

7.54 

CLF 

ARFCA 

35 

1,255 

8 

72  1 

0  1,334 

Mtl  Weatherstrip  w/Neo?rene  Bulb 

0.07 

2.62 

0.03 

0.66  O.Oi 

0  3.31 

For  Head  and  Jamb 

144.00 

LF 

ACARB 

11 

378 

4 

95  1 

3  476 

Mtl  Weatherstrip  for  Door  Bottom 

0.21 

7.50 

0.08 

0.85  0.01 

0  8.42 

Surface  Mounted  w/Vinyl  Bulb 

24.00 

IF 

ACARB 

5 

180 

2 

20  1 

3  202 

Bulb 

Contract 

51 

1,812 

14 

187  1 

3  2,013 

CB  BLDG  318,  ECO  |3 

51 

1,812 

14 

187  1 

3  2,013 

LABOR  ID:  R01_92  EODIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  DPB  ID:  NAT92A 


Thn  13  Jac  1994 


U.S.  Army  Corps  of  Engineers 

PROJECT  CB3183:  CB  BLDG  318,  ECO  13  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 


TIME  14:48:27 


ERROR  REPORT 


ERROR  PAGE  1 


No  errors  detected... 


*  *  *  END  OF  ERROR  REPORT  *  *  * 


LABOR  ID:  R01J2  EODIP  ID:  RG0192 


Currency  in  DOLLARS 


CREil  ID:  NAT92B  BPB  ID:  NAT92A 


^  CARLISLE  BARRACKS  ENERGY  STUDY 

i  i  individual  Building  Material  Take  Off  Work^^ 

Building  No.  *^2 1  Building  Name:  321 

1  Date  Prepared:  U  JAAf.  Estimator;  h^.  STlCl^ 

Sheet  1  of  ^  || 

nw  ITEM^  WAUL /f^oop  iDSOUATtlOt^ 

Description 

Quantity 

Unit 

Measurement 

o\t  cn  8U)\ni)-itJ  /iBixuLose  ittsuLjn  6“ 

swo  \Hkus  peiUMGt 

PKrcHlUG,  OF  PtASTm  i' 

11.4 

6P. 

Pfti-N/lp  A(2>a 

O\^,01  BU)WI^-lhl  ceU,UU)SS  iHSUL 

dPi/eis  poacH  F  =  (9.0 

84 

S,F, 

ftioTB :  floosB  Pocf 

IS  FLimbH^  FUUi  If^OLfiTSo') 

*  •■  ,  .  ■ 

- 1_ 

>c 


933702 


Tue  1?  Hay  1994 


TIME  14:56:17 


U.8.  Army  Corps  of  Engineers 

PROJECT  CB3211:  CB  BLDG  321,  ECO  fl  -  ESOS  Carlisle  Barraciss 

PREFIHAL  SDBHISSION  TITLE  PAGE  1 


CB  BLDG  321,  ECO  fl 
ESOS  Carlisle  Barracks 
Contract  Ho.  DACA65-93-C-0018 
Building  321, Wall  &  Roof  Insul. 
Carlisle  Barracks,  PA 


Designed  By:  Benatec  Associates 
Estiiated  By:  Benatec  Associates 


Prepared  By: 


Benatec  Associates 


Date:  05/17/94 


H  C  A  C  E  S  GOLD  E  D  I  T  I 
Coiposer  GOLD  Copyright  (C)  1985,  1988, 
by  Building  Systeas  Design,  Inc 


Release  5.20J 


0  H 

1990,  1992 


LABOR  ID:  ROl  J2  EQDIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  DPB  ID:  NAT92A 


Tue  17  Hay  1994 


U.S.  Amy  Corps  of  Engineers 

PSOJECT  CB3211:  CB  BLDG  321,  ECO  fl  -  ESOS  Carlisle  Barracks 
PREFINAL  SDBHISSION 


TIHE  14:56:17 


SETTINGS  PAGE  1 


it  CONTRACTOR  SETTINGS  ** 

AHODNT  PCT  PCT  S  RISK  DIFF  SIZE  PERIOD  INVEST  ASSIST  SBBCON 


01  General  Contractor 

OVERHEAD 
HOME  OFC 
PROFIT 
BOND 

02  Electrical  Contractor 

OVERHEAD 
HOHE  OFC 
PROFIT 
BOND 


S  5.00  5.00 

P  10.00 

S  8.66  5.00 

P  2.00 


P  5.00 

P  10.00 

c  8.66  0.052  0.075  0.119  0.052  0.075  0.120  0.118 

P  2.00 


LABOR  ID:  ROl  92  FOHIP  ID:  ROniR? 


fnrrPTii'v  ir  nOMARS 


TRFW  TT)'  NITQ9R  npR  TH-  RITQ’)! 


Tue  17  May  1994 
TABLE  OF  COMTEHTS 


TIME  14:56:17 


O.S.  Aray  Corps  of  Engineers 

PROJECT  CB3211:  CB  BLDG  321,  ECO  #1  -  ESOS  Carlisle  Barracks 

PREFISAL  SDBHISSION  CONTESTS  PAGE  1 


SDMMARY  REPORTS  SDHMARY  PAGE 

PROJECT  OWNER  SUMMARY  -  LEVEL  1 . . . 1 

PROJECT  DIRECT  SUMMARY  -  LEVEL  1 . 2 

CONTRACTOR  INDIRECT  SUMMARY . 3 


DETAILED  ESTIMATE  DETAIL  PAGE 

01.  Contract . 1 


No  Backup  Reports... 


*  *  *  END  TABLE  OF  CONTENTS  *  *  * 


Tue  17  Hay  1994 


TIME  14:56:17 


U.S.  Any  Corps  of  Engineers 

PROJECT  CB3211:  CB  BLDG  321,  ECO  fl  -  ESOS  Carlisle  BarracAs 


PREFINAL  SUBMISSION  .  SUMMARY  PAGE  1 

**  PROJECT  OMER  SUMMARY  -  LEVEL  1  ** 


QUANTITY  UOH 

CONTRACT 

ESCALATN 

CONTINGN 

SlOfi 

TOTAL  COST  UNIT  COST 

01  Contract 

1.00  EA 

3,174 

0 

159 

0 

3,333  3332.78 

CB  BLDG  321,  ECO  fl 

1.00  EA 

3,174 

fl 

159 

0 

3,333  3332.78 

I.JHOR  IT);  Pill  <17  Ffinip  rn-  sr,niQ7 


rnrronrv  ir\  DOT?  UPC 


rpvu  Tn*  wa'TQ^p  npn  in* 


Tue  17  Kay  1994 


TIME  14:56:17 


D.S.  Amy  Corps  of  Engineers 


• . 

PROJECT  CB3211:  CB  BLDG  321,  ECO  #1  -  ESOS  Carlisle  Barracks 
PREFIHAL  SUBHISSION 
**  PROJECT  DIRECT  SUMMARY  -  LEVEL  1  ** 

SUMMARY  PAGE  2 

OUANTITY  DOM  HANfiRS  LABOR  EOUIPHNT  MATERIAL 

OTHER 

TOTAL  COST  UNIT  COST 

01  Contract 

1.00  EA  57  1,773  274  432 

0 

2,480 

2479.51 

CB  BLDG  321,  ECO  #1 
OVERHEAD 

1.00  EA  57  1,773  274  432 

0 

2,480 

124 

2479.51 

SUBTOTAL 

HOME  OFC 

2,603 

260 

SUBTOTAL 

PROFIT 

2,864 

248 

SUBTOTAL 

BOND 

3,112 

62 

TOTAL  IHCL  IHDIRECTS 
COHTNGENCY 

3,174 

159 

TOTAL  IHCL  OBHER  COSTS 

3,333 

uRrtP  TO-  tffti  0?  Fontp  in*  pnoio? 


riiriprirv  in  nO’.HR? 


fRPw  m*  KiTO^R  npn  in* 


Tu8  17  Hay  1954 


TIME  14:56:17 


O.S.  Amy  Corps  of  Engineers 

PROJECT  CB3211:  CB  BLDG  321,  ECO  #1  -  ESOS  Carlisle  Barracks 


PREFINAl  SBBHISSIOS  SDHHARY  PAGE  3 

**  CONTRACTOR  INDIRECT  SUMMARY  ** 


DIRECT  OVERHEAD  HOME  OFC  PROFIT  BOND  TOTAL  COST  UNIT  COST 


GC  General  Contractor 


124  260  248  62  3,174  3174.08 


LABOR  ID;  ROl  R? 


■ftinp  Tn-  pcnio? 


PnrrOT^rv  in  nm.T.BpC* 


rppw  TTi»  viT09P  npp  Tn»  wiTon 


U.S.  Arty  Corps  of  Engineers  TIME  14:56:17 

PROJECT  CB3211:  CB  BLDG  321,  ECO  #1  -  ESOS  Carlisle  Barracks 

PREFINAL  SDBHISSION  DETAIL  PAGE  1 

01.  Contract 


QOANTY  DOM  CRE»  ID  HAHHRS  LABOR  EQDIPHNT  MATERIAL  OTHER  TOTAL  COST 


Contract 


Blown-in  Cell.  Insnl.  R22 

0.08 

2.38 

0.37 

0.56 

0.00 

3.31 

714.00  CF  AASBD 

55 

1,699 

263 

401 

0 

2,363 

Blown-in  Cell.  Insul.  RI9 

0.03 

0.88 

0.14 

0.37 

0.00 

1.38 

84.00  SF  AASBD 

2 

74 

11 

31 

0 

116 

Contract 

57 

1,773 

274 

432 

0 

2,480 

CB  BLDG  321,  ECO  fl 

57 

1,773 

274 

432 

0 

2,480 

Tue  17  May  1994 
DETAILED  ESTIMATE 


LABOR  ID:  RO!  C?  fOOTP  in- 


Cnrrenrv  ir  DfllLARS 


CRVW  TO-  N».TQ?R  DPR  TD:  NAT92A 


Tue  17  Hay  1994 
ERROR  REPORT 


U.S.  Amy  Corps  of  Engineers 

PROJECT  CB3211:  CB  BLDG  321,  ECO  fl  -  ESOS  Carlisle  Barracks 
PREFINAl  SUBMISSION 


TIME  14:56:17 


ERROR  PAGE  1 


No  errors  detected... 


1  i  i 


END  OF  ERROR  REPORT 


i  i  i 


Minnn  tt)'  Pdi  q?  cmup  rn-  sr.ftio-? 


Pvrronrv  in  HOn  IPC 


rPCU  TH*  UBTOOP  TTPP  TH*  WITQ9I 


CARLISLE  BARRACKS  ENERGY  STUDY 
IndividukJ  Building  Material  Take  Off  Worksheet 


Building  No.  j _ _ Building  Name;  / _ 

Date  Prepared:  l|0At^<^4  Estimator;  STlCf^ _ Sheet  ^of  *2 


BID  ITEM  -  /cfiCfil^NOl 


Description  _ 


M.  01  cn2o  no  I  PaLweerHAue 


cMI^  OF  exT, 


Quantity 


Unit 

Measurement 


c>u.F^ 


pit  (B  o&l^o  100&  insTfaihJa  MBT. 


NeoP/2s(^B 


BULe>  Oh)  eKf,  ooofl  4  Item 


l/.  05  <58760  /OOl 


om 


933702 


The  13  Jan  1994 


O.S.  Aray  Corps  of  Engineers 

PROJECT  CB3213:  CB  BLDG  321,  ECO  f3  -  ESOS  Carlisle  Barracks 
INTERIM  SBBMISSION 


TIME  14:57:31 


TITLE  PAGE  1 


CB  BLDG  321,  ECO  f3 
ESOS  Carlisle  Barracks 
Contract  No.  DACA65-93-C-0018 
Building  321,  Caulk  L  N.S. 
Carlisle  Barracks,  PA 


Designed  By;  Benatec  Associates 
Estimated  By:  Benatec  Associates 


Prepared  By:  Benatec  Associates 


Date:  01/13/94 


H  C  A  C  E  S  GOLD  EDITION 
Composer  GOLD  Copyright  (C)  1985,  1988,  1990,  1992 
by  Building  Systems  Design,  Inc. 


Release  5.20J 


LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  HAT92B  UPB  ID:  NAT92A 


Thu  13  Jan  1994  U.S.  Army  Corps  of  Engineers  TIME  14:57:31 

PROJECT  CB3213:  CB  BLDG  321,  ECO  f3  -  ESOS  Carlisle  Barracks 

INTERIM  SDBMISSIOH  SETTINGS  PAGE  1 

**  CONTRACTOR  SETTINGS  ** 

PCT  PCT  S  RISK  BIFF  SIZE  PERIOD  INVEST  ASSIST  SDBCON 


01  General  Contractor 


OVERHEAD 

P 

5.00 

HOKE  OFC 

F 

10.00 

PROFIT 

C 

8.65 

BOND 

P 

2.00 

0.052  0.075  0.119  0.052  0.075  0.120  0.118 


LABOR  ID:  R01_92 


EQDIP  ID:  RG0192 


Currency  in  DOLLARS 


CRE»  ID:  NAT92B  OPB  ID;  NAT92A 


ThD  13  Jan  1994 


TIME  14:57:31 


U.S.  Army  Corps  of  Engineers 

PROJECT  CB3213:  CB  BLDG  321,  ECO  13  -  ESOS  Carlisle  Barracks 
TABLE  OF  CONTENTS  IHTERIK  SUBMISSION  CONTENTS  PAGE  1 


SUMMARY  REPORTS  SUMMARY  PAGE 

PROJECT  ONNER  SUMMARY  -  LEVEL  1 . 1 

PROJECT  DIRECT  SUMMARY  -  LEVEL  1 . 2 

CONTRACTOR  INDIRECT  SUMMARY . 3 


DETAILED  ESTIMATE  DETAIL  PAGE 

01.  Contract . . . 1 


No  Backup  Reports... 


*  *  *  END  TABLE  OF  CONTENTS  *  *  * 


Ilin  13  Jan  1994 


TIME  14:57:31 


U.S.  Array  Corps  of  Engineers 

PROJECT  CB3213:  CB  BLDG  321,  ECO  |3  -  ESOS  Carlisle  Barracks 

INTERIM  SUBMISSION  SUMMARY  PAGE  1 

*i  PROJECT  OWNER  SUMMARY  -  LEVEL  1  *♦ 


QUANTITY  UOM  CONTRACT  ESCALATN  CONTINGN  SIOH  TOTAL  COST  UNIT  COST 


01  Contract  1.00  EA  1,207  0  60  0  1,267  1267.00 

CB  BLDG  321,  ECO  f3  1.00  EA  1,207  0  60  0  1,267  1267.00 


LABOR  ID:  R01J2  EQUIP  ID:  RG0I92  Currency  in  DOLLARS  CREW  ID:  NAT92B  UPB  ID:  NAT92A 


TIIB  13  Jan  1994 


IIHE  14:57:31 


U.S.  Any  Corps  of  Engineers 

PROJECT  CB3213:  CB  BLDG  321,  ECO  f3  -  ESOS  Carlisle  Barracks 


INTERIM  SUBMISSION  SUMMARY  PAGE  2 

**  PROJECT  DIRECT  SUMMARY  -  LEVEL  1  a 


QUANTITY  UOM  HANHRS 


01  Contract  1.00  EA  24 


CB  BLDG  321,  ECO  13  1.00  SA  24 

OVERHEAD 

SUBTOTAL 
HOME  OFC 

SUBTOTAL 

PROFIT. 

SUBTOTAL 

BOND 

TOTAL  INCL  INDIRECTS 
CONTNGENCY 

TOTAL  INCL  OWNER  COSTS 


LABOR 

EQUIPMNT 

MATERIAL 

OTHER 

TOTAL  COST  UNIT  COST 

866 

6 

71 

0 

943  942.66 

866 

6 

71 

0 

943  942.66 

47 


990 

99 


1,089 

94 


1,183 

24 


1,207 

60 


1,267 


LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  HAT92B  UPB  ID:  NAT92A 


Thn  13  Jan  1994 

D.S.  Any  Corps  of  Engineers 

PROJECT  CB3213:  CB  BLDG  321,  ECO  13  -  ESOS  Carlisle  Barracks 

TIME  14:57:31 

INTERIM  SUBMISSION 

SUMMARY  PAGE  3 

m . 

H  CONTRACTOR  INDIRECT  SUMMARY  ** 

DIRECT  OVERHEAD  HOME  OFC  PROFIT 

BOND  TOTAL  COST  UNIT  COST 

GC  General  Contractor  943  47  99  94  24  1,207  1206.67 


LABOR  ID:  R01J2  EODIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID;  HAT92B  OPB  ID:  RAT92A 


Thu  13  Jan  1994 


TIHE  14:57:31 


D.S.  Army  Corps  of  Engineers 

PROJECT  CB3213:  CB  BLDG  321,  ECO  |3  -  ESOS  Carlisle  Barracks 
DETAILED  ESTIMATE  INTERIM  SUBMISSION  DETAIL  PAGE  1 

01.  Contract 


QUANTY  DOM  CRES  ID  HANHRS  LABOR  EQDIPHNT  MATERIAL  OTHER  TOTAL  COST 


Contract 


Polyurethane  Cmpd,  l/4'xl/4' Joint 

4.65 

166.39 

1.03 

9.54 

0.00 

176.96 

on  Eit.  Doors  L  Windows 

4.35  CIF  ARFCA 

20 

724 

4 

41 

0 

770 

Htl  Weatherstrip  w/Neoprene  Bulb 

0.07 

2.62 

0.03 

0.66 

0.00 

3.31 

For  Head  and  Jamb 

37.00  LF 

ACARB 

3 

97 

1 

24 

0 

122 

Htl  Weatherstrip  for  Door  Bottom 

0.21 

7.50 

0.08 

0.85 

0.00 

8.42 

Surface  Mounted  w/Vinyl  Bulb 

Bulb 

6.00  LF 

ACARB 

1 

45 

0 

5 

0 

51 

Contract 

24 

866 

6 

71 

0 

943 

CB  BLDG  321,  ECO  f3 

24 

866 

6 

71 

0 

943 

LABOR  ID:  ROl  92 


EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  DPB  ID:  HAT92A 


Th*'  1  'ir.  I'y  j't 

I'.S.  Army  Corps  of  Engineers 

PROJECT  CS3213;  CB  BLDG  321,  ECO  #3  -  ESOS  Carlisle  Barracks 

1 

TISE  i4:5":31 

Z?;RC't  rIEPG]?? 

DTERIM  SUBHISSION 

ERROR  PAGE  ! 

m . 

i  i  i  SUD  OF  ERROR  REPORT  *  *  * 


Currsncy  in  DOLLARS 


CREM  ID:  NAT92B  UPB  !D:  NA792A 


iP^ALtm  aabt 

1  <^ISA:7l4ST2Sr^?}p  1^/ 3l>L&  cs) 

1  SKf.  0OOI2, 

V  4  hrSPO 

;  CARLISLE  BARRACKS  ENERGY  STUDY 
iitndividual  Building  M  Take  Off  Worfc^eet 


Building  No.  33^  Building  Name;  fVj _ 


Date  Prepared:  Estimator:  Sheet  |  of  / 


BID  ITEM  i  C^VtM\N<ht 


Description 


o\toi  o'nfo  DO!  poL/uim^Ane _ 


CfM,  POOfZS  4  WINOOIA/S 


Unit 

Quantity  Measurement 


^.33 


34 


Oil  0&  631S0  lOOl 


00(Z  BoT7^\S 


933702 


Wed  29  Dec  1993 


D.S.  Amy  Corps  of  Engineers 

PROJECT  CB3303;  CB  BLDG  330,  ECO  |3  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 


TIME  13:07:54 
TITLE  PAGE  1 


CB  BLDG  330,  ECO  |3 
ESOS  Carlisle  Barracks 
Contract  No.  DACA65-93-C-0018 
Building  330,  Caulk  &  W.S. 
Carlisle  Barracks,  PA 


Designed  By: 
Estiiated  By: 


Benatec  Associates 
Benatec  Associates 


Prepared  By:  Benatec  Associates 


Date:  12/29/93 


H  C  A  C  £  S  GOLD  EDITION 
Composer  GOLD  Copyright  (C)  1985,  1988,  1990,  1992 
by  Building  Systems  Design,  Inc. 

Release  5.203 


Hed  29  Dec  1993 


D.S.  Arty  Corps  of  Engineers 

PROJECT  CB3303:  CB  BLDG  330,  ECO  |3  -  ESOS  Carlisle  Barracks 
INTERIM  SDBHISSION 


TIME  13:07:54 
SETTINGS  PAGE  1 

CONTRACTOR  SETTINGS  ** 

PCT  PCT  S  RISK  DIFF  SIZE  PERIOD  INVEST  ASSIST  SUBCOH 


01  General  Contractor 


OVERHEAD 

P 

5.00 

HOKE  OFC 

P 

10.00 

PROFIT 

C 

8.65 

0.052  0.075  0.119  0.052  0.075  0.120 

BOND 

P 

2.00 

UBOR  in-  PIM  O')  cmiTP  Tft.  Br-.ftici 


’  r*  F  HOC 


rcrw  TT».  wnmoio  nr>n  rn. 


Ked  29  Dec  1993  D.S.  iray  Corps  of  Engineers  TIME  13:07:54 

PROJECT  CB3303:  CB  BLDG  330,  ECO  f3  -  ESOS  Carlisle  Barracks 

TABLE  OF  CONTENTS  INTERIM  SUBMISSION  CONTENTS  PAGE  1 


SUMMARY  REPORTS  SUMMARY  PAGE 

PROJECT  OWNER  SUMMARY  -  LEVEL  1 . 1 

PROJECT  DIRECT  SUMMARY  -  LEVEL  1 . 2 

CONTRACTOR  INDIRECT  SUMMARY . 3 


DETAILED  ESTIMATE  DETAIL  PAGE 

01.  Contract . . . . . 1 


No  Backnp  Reports... 


*  J  *  END  TABLE  OF  CONTENTS 


i  *  i 


Wed  29  Dec  1993 


TIME  13:07:54 


U.S.  Army  Corps  of  Engineers 

PROJECT  CB3303:  CB  BLDG  330,  ECO  |3  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 

H  PROJECT  OWNER  SUMMARY  -  LEVEL  1  ** 


SUMMARY  PAGE  1 


QUANTITY  UOM  CONTRACT  ESCALATN  CONTINGN 


SIOH  TOTAL  COST  UNIT  COST 


01  Contract 

CB  BLDG  330,  ECO  |3 


1.00  EA  1,642  0  82  0  1,725  1724.61 

1.00  EA  1,642  0  82  0  1,725  1724.61 


T  rn*  01  rriTTTc  oontni 


Sed  29  Dec  1993 


TIME  13:07:54 


D.S.  Any  Corps  of  Engineers 

PROJECT  CB3303:  CB  BLDG  330,  ECO  13  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 

i*  PROJECT  DIRECT  SUMMARY  -  LEVEL  1  i* 


SUMMARY  PAGE  2 


QUANTITY  UOM 

HANHRS 

LABOR 

EQUIPMNT 

MATERIAL 

OTHER 

TOTAL  COST  UNIT  COST 

01  Contract 

1.00  EA 

33 

1,187 

8 

88 

0 

1,283  1283.13 

CB  BLDG  330,  ECO  |3 

1.00  EA 

33 

1,187 

8 

88 

0 

1,283  1283.13 

OVERHEAD 

SUBTOTAL 
HOME  OFC 

SUBTOTAL 

PROFIT 

SUBTOTAL 

BOND 

TOTAL  IKCL  INDIRECTS 
COHTNGENCY 

TOTAL  INCL  OWNER  COSTS 


1,347 

135 


1,482 

128 


1,610 

32 


1,642 

82 


1,725 


T  IPAT3  TH*  orn  flT 


T\/>t  f  ^  tin 


nnntT  ttnr* 


Bed  29  Dec  1993 


TIME  13:07:54 


U.S.  Arny  Corps  of  Eogineers 

PROJECT  CB3303:  CB  BLDG  330,  ECO  |3  -  ESOS  Carlisle  Barracks 

INTERIM  SUBMISSION  SUMMARY  PAGE  3 


• 

**  CONTRACTOR 

INDIRECT 

SUMMARY  ** 

DIRECT 

OVERHEAD 

HOME  OFC 

PROFIT 

BOND 

TOTAL  COST  UNIT  COST 

GC  General  Contractor 

1,283 

64 

135 

128 

32 

1,642  1642.49 

liooB  tn-  o(M  01 


CftttTO  TO-  OC0101 


PnTTDmT  ir*  HAT  f  HDC 


ODuy  Tn. 


ncT)  rn. 


Sled  29  Dec  1993 


TIME  13:07:54 


DETAILED  ESTIMATE 


U.S.  Any  Corps  of  Engineers 

PROTECT  CB3303:  CD  BLDG  330,  ECO  |3  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 
01.  Contract 


DETAIL  PAGE  1 


OUAHTY  DOM  CREW  ID  HANHRS  LABOR  EOUIPKNT  MATERIAL  OTHER  TOTAL  COST 


Contract 


Polyurethane  Ctpd,l/4'rl/4* Joint 

4.65 

166.39 

1.03 

9.54 

0.00 

176.96 

Caulking  or  Ext.  Doors  S 

6.33  CLP  ARFCA 

29 

1,053 

7 

60 

0 

1,120 

Windows 

Mtl  Weatherstrip  w/Neoprene  Bulb 

0.07 

2.62 

0.03 

0.66 

0.00 

3.31 

For  Head  and  Jamb  on  Exterior 
Doors 

,34.00  LF 

ACARB 

3 

89 

1 

22 

0 

112 

Htl  Weatherstrip  for  Door  Bottoa 

0.21 

7.50 

0.08 

0.85 

0.00 

8.42 

Surface  Mounted  w/Vinyl  Bulb 

Bulb 

6.00  LF 

ACARB 

1 

45 

0 

5 

0 

51 

Contract 

33 

1,187 

8 

88 

0 

1,283 

CB  BLDG  330,  ECO  |3 

33 

1,187 

8 

88 

0 

1,283 

T  BPrsD  Tn.  D<\i  01 


T  d  T\rf 


ived  2;  Dec  1553 


SEFOHT 


U.S.  Aray  Corps  of  Engineers 

rPOJECT  CB33D3;  CB  BLDG  330,  ECO  |3  -  ESOS  Carlisle  Barracks 
LNTERIM  SUBHlSSIOli 


TIME  13:07:54 
ERROR  PAGE  1 


To  errors  detected. . . 


i  i  i 


END  OF  ERROR  REPORT  i  *  * 


CARLISLE  BARRACKS  ENERGY  STUDY 

Individual  Building  Material  Take  Off  Worksheet 

Building  No.  ^00 _ _ I  Building  Name;  HALL _ 

Date  Prepared:  IIJAlil.94  I  Rstimator:  f^.STYCh _ I  Sheet  1  or  3 


_ BID  ITEM  -  V^AIL  / IZOC?f=  Ifs^SULATiaM 

Unit 

Description  Quantity  Measurement 


933702 


CARLISLE  BARRACKS  ENERGY  STHUDY 

Iiidividu^  Building  Material  Take  Off  Worksheet 

Building  No.  ^OO 

Building  Name:  i^lALL  il 

1  Date  Prepared: 

Estimator:  ,  STICIA 

Sheet  2  of  || 

1  BID  ITEM  -  ^AU  /fZOOF 

Description 

Quantity 

Unit 

Measurement 

Pf/.  /^/  1/2 

SiOS 

S.f. 

c?ii/.  ih  OAj  ooTLars  ismcffes 

mssm 

BA. 

DfV.  i(£>  £LK.  WPRI^  OW  200  khAf>  . 

QtscpNjf^ec-t  SWiTcH 

1 

eA. 

-  -  1 

933702 


Thu  13  Jan  1994 


U.S.  Arny  Corps  of  Engineers 

PROJECT  CB4001:  CB  BLDG  400,  ECO  fl  -  ESOS  Carlisle  Barracks 
INTERIM  SDBHISSION 


TIME  15:08:22 


#- 


TITLE  PAGE  1 


CB  BLDG  400,  ECO  fl 
ESOS  Carlisle  Barracks 
Contract  Ho.  DACA65-93-C-0018 
Building  400, Wall  L  Roof  Insul. 
Carlisle  Barracks,  PA 


Designed  By:  Benatec  Associates 
Estimated  By;  Benatec  Associates 


Prepared  By: 


Benatec  Associates 


Date;  01/13/94 


M  C  A  C  E  S  GOLD  EDITION 
Composer  GOLD  Copyright  (C)  1985,  1988,  1990,  1992 
by  Building  Systems  Design,  Inc. 

Release  5.20J 


LABOR  ID:  R01_92  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  UPB  ID:  NAT92A 


Thu  13  Jan  1994  U.S.  Arny  Corps  of  Engineers  TIME  15:08:22 

PROJECT  CB4001:  CB  BLDG  400,  ECO  H  -  ESOS  Carlisle  Barracks 

INTERIM  SUBMISSION  SETTINGS  PAGE  1 

**  CONTRACTOR  SETTINGS  ** 


AMOUNT  PCT  PCT  S  RISK  DIFF  SIZE  PERIOD  INVEST  ASSIST  SOBCON 


01  General  Contractor 

OVERREAD 
HOME  OFC 
PROFIT 
BOND 

02  Electrical  Contractor 

OVERHEAD 
HOME  OFC 
PROFIT 
BOND 


s 

5.00 

5.00 

p 

10.00 

s 

8.66 

5.00 

p 

2.00 

LABOR  ID:  R01J2  EQUIP  ID:  RG0I92 


Currency  in  DOLLARS 


CRE«  ID:  NAT92B  UPB  ID:  HAT92A 


Thu  13  Jan  1994 


1I,S.  Jriny  Corps  of  Engineers 

PROJECT  CB4001:  CB  BLDG  400,  ECO  fl  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 


TIME  15:08:22 


TABLE  OF  CONTENTS 


CONTENTS  PAGE  1 


SUMMARY  REPORTS  SUMMARY  PAGE 

PROJECT  OWNER  SUMMARY  -  LEVEL  1 . 1 

PROJECT  DIRECT  SUMMARY  -  LEVEL  1 . 2 

CONTRACTOR  INDIRECT  SUMMARY . 3 


DETAILED  ESTIMATE  DETAIL  PAGE 

01.  Contract . 1 


No  Backup  Reports... 


it*  END  TABLE  OF  CONTENTS  *  *  t 


Thn  13  Jan  1994 


TIHE  15:08:22 


O.S.  Aray  Corps  of  Engineers 

PROJECT  CB4001:  CB  BLDG  400,  ECO  fl  -  ESOS  Carlisle  Barracks 

INTERIM  SDBHISSION  SUMMARY  PAGE  1 

it  PROJECT  OWNER  SUMMARY  -  LEVEL  1  tt 


QUANTITY  DOM 

CONTRACT 

ESCAIATH 

CONTINGN 

SIOH 

TOTAL  COST  UNIT  COST 

01  Contract 

1.00  EA 

33,485 

0 

1,674 

0 

35,159  35159.00 

CB  BLDG  400,  ECO  |1 

1.00  EA 

33,485 

0 

1,674 

0 

35,159  35159.00 

CREW  ID:  NAT92B  DPB  ID:  NAT92A 


LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


IhD  13  Jan  1994 


TIME  15:08:22 


O.S.  Amy  Corps  of  Engineers 

PROJECT  CB4001:  CB  BLDG  400,  ECO  111  -  ESOS  Carlisle  Barracks 

INTERIM  SUBMISSION  SUMMARY  PAGE  2 

**  PROJECT  DIRECT  SUMMARY  -  LEVEL  1  ** 


QUANTITY  UOH  HANHRS 


01  Contract 

1.00  EA 

461 

CB  BLDG  400,  ECO  |1 

1.00  EA 

461 

OVERHEAD 

SUBTOTAL 
HOME  OFC 

SUBTOTAL 
PROFIT . 

SUBTOTAL 

BOND 

TOTAL  INCL  INDIRECTS 
CONTNGEHCY 

TOTAL  INCL  OWNER  COSTS 


LABOR 

EQUIPMNT 

MATERIAL 

OTHER 

TOTAL  COST  UNIT  COST 

15,407 

152 

10,599 

0 

26,157  26157.49 

15,407 

152 

10,599 

0 

26,157  26157.49 

1,308 


27,465 

2,747 


30,212 

2,616 


32,828 

657 


33,485 

1,674 


35,159 


LABOR  ID:  R01J2  EQUIP  ID;  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  UPB  ID:  NAT92A 


Thu  13  Jan  1994 


TIKE  15:08:22 


U.S.  Any  Corps  of  Engineers 

PROJECT  CB4001:  CB  BLDG  400,  ECO  |1  -  ESOS  Carlisle  Barracks 

INTERIM  SUBMISSION  SUMMARY  PAGE  3 

H  CONTRACTOR  INDIRECT  SUMMARY  i* 


DIRECT 

OVERHEAD 

HOME  OFC 

PROFIT 

BOND 

TOTAL  COST  UNIT  COST 

GC 

General  Contractor 

25,154 

1,258 

2,641 

2,516 

631 

32,201  32200.81 

EL 

Electrical  Contractor 

1,003 

50 

105 

100 

25 

1,284  1283.95 

LABOR  ID:  R01_92  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CRE«  ID:  NAT92B  UPB  ID:  NAT92A 


Thn  13  Jan  1994 


IIHE  15:08:22 


U.S.  Army  Corps  of  Engineers 

PROJECT  CB4001:  CB  BLDG  400,  ECO  |1  -  ESOS  Carlisle  Barracks 
DETAILED  ESTIMATE  INTERIM  SUBMISSION  DETAIL  PAGE  1 

01.  Contract 


OUANTY  DOM  CREd  ID 

HANHRS 

LABOR 

EQDIPMHT 

MATERIAL 

OTHER 

TOTAL  COST 

Contract 

Reaoval  &  Resetting  of  Millwork 

0.03 

0.95 

0.01 

0.00 

0.00 

0.96 

1613.00  IF 

DLABF 

53 

1,532 

11 

0 

0 

1,544 

Sills  s  Plates, 2x4  So  Yel  Pine 

0.02 

0.80 

0.02 

0.24 

0.00 

1.06 

691.00  BF 

ACARD 

16 

553 

14 

168 

0 

735 

Jamb  Extensions 

0.03 

0.79 

0.01 

0.42 

0.00 

1.22 

1037.00  LF 

DLABF 

28 

819 

6 

440 

0 

1,265 

2"  Polyiso.,R14.3  Rigid  Insul. 

0.01 

0.26 

0.00 

0.90 

0.00 

1.17 

5905.00  SF 

ACARA 

44 

1,562 

15 

5,320 

0 

6,398 

6-1/4*  Kraft  Faced  R19  Fbgs  Insl 

0.01 

0.30 

0.00 

0.22 

0.00 

0.52 

4922.00  SF 

ACARA 

41 

1,463 

14 

1,096 

0 

2,572 

1/2*  Drywall,One  Layer,  One  Face 

0.02 

0.69 

0.01 

0.21 

0.00 

0.91 

On  Metal  Studs  or  Furring,  (13iaia)  5905.00  SF 

ACARB 

66 

2,369 

24 

1,089 

0 

5,368 

For  Taping,  Spackling,  And 

43 

1,706 

18 

163 

J||td.  2*  Z  Furring,  Galv. 

2.09 

74.50 

0.72 

28.09 

0.00 

103.31 

33.06  CLF  ACARA 

30 

2,836 

27 

1,069 

0 

3,932 

Interior  Roller  'dork 

0.01 

0.29 

0.00 

0.19 

0.00 

0.48 

One  Coat  Primer-Two  Coats  Paint 

5905.00  SF 

APTRA 

63 

1,694 

19 

1,127 

0 

2,840 

Electrical  dork  on  Outlets  L 

0.28 

11.00 

0.04 

2.12 

0.00 

13.16 

Switches 

60.00  EA 

EELEB 

17 

660 

2 

127 

0 

789 

Electrical  dork  on  200  A  Disc. 

5.38 

213.02 

0.69 

0.00 

0.00 

213.71 

Switch 

1.00  EA 

EELEB 

5 

213 

1 

0 

0 

214 

Contract 

461 

15,407 

152 

10,599 

0 

26,157 

CB  BLDG  400,  ECO  |1 

461 

15,407 

152 

10,599 

0 

26,157 

LABOR  ID:  R01J2  EQDIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  HAT92B  DPB  ID:  NAT92A 


Ihn  13  Jan  1994 
ERROR  REPORT 

•- . 

No  errors  detected... 


U.S.  Army  Corps  of  Engineers 

PROJECT  CB400I:  CB  BLDG  400,  ECO  fl  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 


*  i  *  END  OF  ERROR  REPORT  *  *  * 


TIME  15:08:22 
ERROR  PAGE  1 


LABOR  ID:  R01_92  EODIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  HAT92B  DPB  ID:  HAT92A 


CARLISLE  BARRACKS  ENERGY  STUDY 
Individuiy  Building  Material  Take  Off  Worksheet ^ 


Building  No.  400  Building  Name;  fjZB  _ 


Date  Prepared:  H  J/ifJ.94  Estimator:  SflCj^ _ Sheet  ^  of  ^ 


BID  ITEM  ^  VlBffT45^/iipplhhSt/cA  0Lklh)6i 


Description 


o\t  01  014^0  HOf  poL^(/i2erhlf^^e _ 


CAoL(i,Q  Of^  set-  tpoo^  i 


Pii/,  CB  0B>730  WO(a  ifJsrfiLUtla 


leArffs^sr/ziP  i^eoppms 


L&  6)H  acT.  cwB.  i  HeftO 


m 


Unit 

Quantity  Measurement 


10.-37 


/53 


LF^ 


m 

orrom 

33 

L 

933702 


Thu  13  Jan  1994 


U.S.  Army  Corps  of  Engineers 

PROJECT  CB4003:  CB  BLDG  400,  ECO  f3  -  ESOS  Carlisle  Barracks 
INTERIM  SOBMISSIOH 


TIME  15:11:35 


TITLE  PAGE  1 


CB  BLDG  400,  ECO  13 
ESOS  Carlisle  Barracks 
Contract  No.  DACA65-93-C-0018 
Building  400,  Caulk  &  W.S. 
Carlisle  Barracks,  PA 


Designed  By:  Benatec  Associates 
Estimated  By:  Benatec  Associates 

Prepared  By:  Benatec  Associates 


Date:  01/13/94 


MCACES  GOLD  EDITION 
Composer  GOLD  Copyright  (C)  1985,  1988,  1990,  1992 
by  Building  Systems  Design,  Inc. 

Release  5.20J 


LABOR  ID:  R01J2  EOFIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  DPB  ID:  NAT92A 


Thu  13  Ian  1994 


U.S.  Army  Corps  of  Engineers 

PROJECT  CB4003:  CB  BLDG  400,  ECO  f3  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 


TIME  15:11:35 


SETTINGS  PAGE  1 


H  CONTRACTOR  SETTINGS  ** 

PCT  PCT  S  RISK  DIFF  SIZE  PERIOD  INVEST  ASSIST  SDBCON 


01  General  Contractor 


OVERHEAD 

P 

5.00 

HOME  OFC 

P 

10.00 

PROFIT 

C 

8.65 

0.052  0.075  0.119  0.052  0.075  0.120  0.118 

BOND 

P 

2.00 

LABOR  ID;  R01_92  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CRE»  ID:  HAT92B  DPB  ID:  NAT92A 


ThD  13  Jan  1994 


TIME  15:11:35 


U.S.  Any  Corps  of  Engineers 

PROJECT  CB4003:  CB  BLDG  400,  ECO  |3  -  ESOS  Carlisle  Barracks 
TABLE  OF  CONTENTS  INTERIM  SDBMISSION  CONTENTS  PAGE  1 


SDMHARY  REPORTS  SUMMARY  PAGE 

PROJECT  ONNER  SUMMARY  -  LEVEL  1 . 1 

PROJECT  DIRECT  SUMMARY  -  LEVEL  1 . 2 

CONTRACTOR  INDIRECT  SUMMARY . 3 

DETAILED  ESTIMATE  DETAIL  PAGE 

01.  Contract . 1 


No  Backup  Reports... 


*  *  *  END  TABLE  OF  CONTENTS  *  *  » 


Thn  13  Jan  1994 


TIME  15:11:35 


H.S.  Amy  Corps  of  Engineers 

PROJECT  CB4003:  CB  BLDG  400,  ECO  13  -  ESOS  Carlisle  Barracks 

INTERIM  SDBHISSION  SUMMARY  PAGE  1 


• 

a  PROJECT  OWNER  SUMMARY  - 

LEVEL  1  H 

QUANTITY  UOH 

CONTRACT 

ESCALATH 

CONTINGN 

SIOH 

TOTAL  COST  UNIT  COST 

01 

Contract 

1.00  EA 

3,374 

0 

169 

0 

3,543 

3542.71 

CB  BLDG  400,  ECO  43 

1.00  EA 

3,374 

0 

169 

0 

3,543 

3542.71 

LABOR  ID:  R01_92  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  UPB  ID:  HAT92A 


Thu  13  Jan  1994 


TIME  15:11;35 


B.S.  Army  Corps  of  Engineers 

PROJECT  CB4003:  CB  BLDG  400,  ECO  f3  -  ESOS  Carlisle  Barracks 

INTERIM  SUBMISSION  SUMMARY  PAGE  2 

i*  PROJECT  DIRECT  SUMMARY  -  LEVEL  1  ** 


QUANTITY  UOH  HANHRS 


01  Contract  1.00  EA  67 


CB  BLDG  400,  ECO  |3  1.00  EA  67 

OVERHEAD 

SUBTOTAL 
HOME  OFC 

SUBTOTAL 

PROFIT. 

SUBTOTAL 

BOND 

TOTAL  INCL  INDIRECTS 
CONTNGENCY 

TOTAL  INCL  OWNER  COSTS 


LABOR 

EQUIPHNT 

MATERIAL 

OTHER 

TOTAL  COST  UNIT  COST 

2,389 

18 

229 

0 

2,636 

2635.81 

2,389 

18 

229 

0 

2,636 

2635.81 

132 


2,768 

277 


3,044 

263 


3,308 

66 


3,374 

169 


3,543 


LABOR  ID;  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  UPB  ID:  NAT92A 


Thu  13  Jan  1994 


TIME  15:11:35 


D.S.  Any  Corps  of  Engineers 

PROJECT  CB4003:  CB  BLDG  400,  ECO  |3  -  ESOS  Carlisle  Barracks 

INTERIM  SUBMISSION  SUMMARY  PAGE  3 

**  CONTRACTOR  INDIRECT  SUMMARY  a 


DIRECT 

OVERHEAD 

HOME  OFC 

PROFIT 

BOND 

TOTAL  COST  UNIT  COST 

GC  General  Contractor 

2,636 

132 

277 

263 

66 

3,374  3374.01 

LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CRE»  ID:  NAT92B  UPB  ID-  NA792A 


Thu  13  Jan  1994 


TIHE  15:11:35 


U.S.  Arty  Corps  of  Engineers 

PROJECT  CB4003:  CB  BLDG  409,  ECO  |3  -  ESOS  Carlisle  Barracks 

INTERIM  SUBMISSION  DETAIL  PAGE  1 

01,  Contract 


QUANTY  DOM  CREW  ID  HANHRS  LABOR  EQUIPHNT  MATERIAL  OTHER  TOTAL  COST 


Contract 


Polyurethane  Cffipd,l/4'xl/4* Joint 

^  4.65 

166.39 

1.03 

9.54 

0.00 

176.96 

on  Ext.  Doors  &  Windows 

10.37  CLF  ARFCA 

48 

1,725 

11 

99 

0 

1,835 

Ktl  Weatherstrip  w/Neoprene  Bulb 

0.07 

2.62 

0.03 

0.66 

0.00 

3.31 

For  Head  and  Jaiab 

153.00  LF 

ACARB 

11 

401 

4 

101 

0 

506 

Htl  Weatherstrip  for  Door  Botto® 

0.21 

7.50 

0.08 

0.85 

0.00 

8.42 

Surface  Mounted  w/Vinyl  Bulb 

Bulb 

35,00  IF 

ACARB 

7 

262 

3 

30 

0 

295 

Contract 

67 

2,389 

18 

229 

0 

2,636 

CB  BLDG  400,  ECO  f3 

67 

2,389 

18 

229 

0 

2,636 

DETAILED  ESTIMATE 


LABOR  ID:  R01J2  EODIP  ID:  RG0I92 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  DPB  ID:  NAT92A 


!ho  !3  Jan  1934 


TIME  15:11:35 


ERROR  REPORT 


I'.S.  Arniy  Corps  of  Engineers 

PROJECT  CB4003:  CB  BLDG  400,  ECO  ji3  -  ESOS  Carlisle  Barracks 
INTERIM  S’JBMISSION 


ERROR  PAGE  1 


No  errors  detected... 


■ND  OF  ERROR  REPORT  i  i  * 


L.ABCR  ID:  ROl  32  EOUIP  ID:  RG0132 


Corre.ncy  in  DOLL.ARS 


CREW  ID:  NAT52B 


UPB  ID;  SAT52A 


:  C ARUSLE  BARRACKS  ENERGY  STUDY 
Individual  Building  Material  Take  OfT  Worksheet 


Building  No.  Building  Name: 

1  Date  Prepared:  7  JAN  Estimator: 

Sheet  1  of  ^ 

1  Bro  iTEivf  11/A44  JN^oCkTiOf^ 

Description 

Quantity 

Unit 

Measurement 

^//  4201  WOP  fej^ir^q 

K\JihiD0uO  4  PdbR.  CpsNft^Q^ 

1,559 

ap 

0\toi  inerALL  'Z“  12 iqio  poLneo. 

lhJ60L.  BD,  14,3  l\JAUL 

ll,9g(a 

w, 01  01210  ion  iNelALL  0"  UHFf^eo 

tH^OL,  fZ^nO  P/^QOP  IfISOL 

)  a,aeo 

Ol^.Op  O^Z^O  (002  //^STALL  jpl" 

PRYOOJ^l-L  (/^C.LaD6,  ^40^1) 

‘S.p, 

Dl^^op  tN^TALL  ^TD  2"  'zl  Pu^PlhlQ 

ON  co/^LLo. 

63.I0> 

C.L.E 

Om,Oioi  iN^rALL  4"  \/nYL  Bass* 

443 

Lf: 

Piv:  <s>?  !Zzi  P/^nT/hq  Pi  WimL 

IL9g0 

D/V.  /4>  ELeoT.  WE!^  o/^  oonsr-S) 

■^2 

£A. 

■ 

933702 


^  .  4  CARLISLE  BAk^dKS^l^^ 

Individual  Building  Material  Take  Off  Worksheet 


Building;  No.  ^'2»0  I  Building  Name; 


Date  Prepared:  "7  Rstimator:  QJL _ I  Sheet  ^ 


BID  ITEIVf  ^ALC/12ooF'  ///56/6A7721A/ 


Description 


OUfQ  BLecf.  coC^  o^j  pf/zs 


R;Cdx 


Unit 

Quantity  Measurement 


eA. 


D\\J.iu  eiscT.  u^oak  on  Pi&e 


ALA~12a\  BeLL. 


Di^.  /6  imA  OAjjnLaiMTs 


IA¬ 


EA. 


933102 


Hon  10  Jan  1994 


U.S.  Any  Corps  of  Engineers 

PROJECT  CB4201:  CB  BLDG  420,  ECO  fl  ■  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 


TIME  16;13:37 


TITLE  PAGE  1 


CB  BLDG  420,  ECO  #1 
ESOS  Carlisle  Barracks 
Contract  No.  DACA65-93-C-0018 
Building  420, Mall  &  Roof  Insul. 
Carlisle  Barracks,  FA 


Designed  By:  Benatec  Associates 
Estiaated  By:  Benatec  Associates 


Prepared  By: 


Benatec  Associates 


Date:  01/10/94 


HCACES  GOLD  EDITION 
Coiposer  GOLD  Copyright  (C)  1985,  1988,  1990,  1992 


by 


Bnilding  Systems  Design,  Inc. 
Release  5.20J 


LABOR  ID:  R01_92  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREM  ID:  NAT92B  UPB  ID:  NAT92A 


Hon  10  Jan  1994 


U.S.  Arny  Corps  of  Engineers 

PROJECT  CB4201:  CB  BLDG  420,  ECO  fl  -  ESOS  Carlisle  Barracks 
INTERIM  SOBHISSION 


TIME  16:13:37 


SETTINGS  PAGE  1 

a  CONTRACTOR  SETTINGS  ** 

AMOUNT  PCT  PCT  S  RISK  DIFF  SIZE  PERIOD  INVEST  ASSIST  SOBCON 


01  General  Contractor 


OVERHEAD  S  5.00 
HOME  OFC  P  10.00 
PROFIT  S  8.66 
BOND  P  2.00 

02  Electrical  Contractor 

OVERHEAD  P  5.00 
HOME  OFC  P  10.00 
PROFIT  C  8.66 
BOND  P  2.00 


5.00 

5.00 


0.052  0.075  0.119  0.052  0.075  0.120  0.118 


LABOR  ID:  R01_92  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CRE»  ID:  RAT92B 


UPB  ID:  NAT92A 


Hon  10  Jac  1994 


O.S,  Any  Corps  of  Engineers 

PROJECT  CB4201:  CB  BLDG  420,  ECO  fl  -  ESOS  Carlisle  Barracks 
INTERIM  SDBHISSIOH 


TIME  16:13:37 


TABLE  OF  CONTENTS 


CONTENTS  PAGE  1 


SUMMARY  REPORTS  SUMMARY  PAGE 

PROJECT  OWNER  SUMMARY  -  LEVEL  1 . 1 

PROJECT  DIRECT  SUMMARY  -  LEVEL  1 . 2 

CONTRACTOR  INDIRECT  SUMMARY . 3 


DETAILED  ESTIMATE  DETAIL  PAGE 

01.  Contract . 1 


No  Backup  Reports... 


*  i  t  END  TABLE  OF  CONTENTS  *  i  * 


Hon  10  Jan  1994 


TIME  16:13:37 


n.S.  Amy  Corps  of  Engineers 

PROJECT  CB4201:  CB  BLDG  420,  ECO  |1  -  ESOS  Carlisle  Barracks 

INTERIM  SDBHISSIOH  SUMMARY  PAGE  1 


A  . 

**  PROJECT  OSNER  SUMMARY  - 

LEVEL  1  ** 

W . 

QUANTITY  UOH 

CONTRACT 

ESCALATN 

CONTINGN 

SIOH 

TOTAL  COST  UNIT  COST 

01  Contract 

1.00  EA 

55,186 

0 

2,759 

0 

57,946  57945.59 

CB  BLDG  420,  ECO  |1 

1.00  EA 

55,186 

0 

2,759 

0 

57,946  57945.59 

LABOR  ID:  R01_92  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  UPB  ID:  NAT92A 


Mon  10  Jan  1994 


TIME  16:13:37 


D.S.  Any  Corps  of  Engineers 

PSOJECT  CB4201;  CB  BLDG  420,  ECO  #1  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 

**  PROJECT  DIRECT  SOMMARY  -  LEVEL  1  ** 


SOHHARY  PAGE  2 


QUANTITY  UOH 

MANHRS 

LABOR 

EQUIPHNT 

MATERIAL 

OTHER 

TOTAL  COST  UNIT  COST 

01  Contract 

1.00  EA 

688 

23,410 

247 

19,453 

0 

43,110  43110.18 

CB  BLDG  420,  ECO  fl 

1.00  EA 

688 

23,410 

247 

19,453 

0 

43,110  43110.18 

OVERBEAD 

SUBTOTAL 
HOME  OFC 

SUBTOTAL 

PROFIT 


2,156 


45,266 

4,527 


49,792 

4,312 


SUBTOTAL  54,104 

BOND  1,082 

TOTAL  INCL  INDIRECTS  55,186 

CONTNGEHCY  2,759 

TOTAL  INCL  OWNER  COSTS  57,946 


LABOR  ID:  R01_92  EQUIP  ID:  RG0I92 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  UPB  ID:  NAT92A 


Hon  10  Jan  1994 


TIME  16:13:37 


D.S.  Any  Corps  of  Engineers 

PfiOJECT  CB4201:  CB  BLDG  420,  ECO  fl  -  ESOS  Carlisle  Barracks 

INTERIM  SDBHISSION  SDHHARY  PAGE  3 

**  CONTRACTOR  INDIRECT  SDHHARY  ** 


DIRECT  OVERHEAD  HOHE  OPC  PROFIT  BOND  TOTAL  COST  DNIT  COST 


GC  General  Contractor 
El  Electrical  Contractor 


41,775  2,089  4,387  4,179  1,049  53,481  53480.74 

1,332  67  140  133  33  1,706  1705.53 


LABOR  ID:  R01J2  EQUIP  ID:  RG0192  Currency  in  DOLLARS  CREB  ID:  NAT92B  OPB  ID:  NAT92A 


Hon  10  Jan  1994 


TIHE  16:13:37 


D.S.  Army  Corps  of  Engineers 

PROJECT  CB4201:  CB  BLDG  420,  ECO  fl  -  ESOS  Carlisle  Barracks 
DETAILED  ESTIMATE  IMTERIM  SDBHISSION  DETAIL  PAGE  1 

01.  Contract 


ODANTY  DOM  CREW  ID 

HHI 

LABOR 

EOOIPMRT 

MATERIAL 

OTHER 

TOTAL  COST 

Contract 

Sills  &  Plates, 2x4  So  Yel  Pine 

0.02 

0.80 

0.02 

0.24 

0.00 

1.06 

1559.00  BF 

ACARD 

35 

1,248 

31 

380 

0 

1,658 

2‘  Polyiso.,R14,3  Rigid  Insnl. 

0.01 

0.26 

0.00 

0.90 

0.00 

1.16 

11986  SF 

ACARA 

87 

3,116 

30 

10,799 

0 

13,946 

1/2'  Drywall,One  Layer,  One  Face 

0.02 

0.69 

O.OI 

0.21 

0.00 

0.91 

On  Metal  Stnds  or  Furring, (ISmu) 

11986  SF 

ACARB 

135 

4,808 

49 

2,210 

0 

10,897 

For  Taping,  Spackling,  And 

97 

3,462 

36 

331 

6'Unfaced  Batt,R19  Fbgs  Insnl 

0.01 

0.30 

0.00 

0.21 

0.00 

0.51 

6680.00  SF 

ACARA 

56 

1,985 

19 

1,416 

0 

3,420 

Std.  2'  Z  Furring,  Galv, 

2.09 

74,50 

0.72 

28.09 

0.00 

103.31 

53.16  CLF  ACARA 

111 

3,961 

38 

1,493 

0 

5,492 

4*  Vinyl  Base 

0.02 

0.61 

0.00 

0.74 

0.00 

1.36 

443.00  LF 

APAPA 

10 

270 

1 

329 

0 

600 

Hknterior  Roller  Work 

0.01 

0.29 

0.00 

0.19 

0.00 

0.48 

^Wne  Coat  Primer-Two  Coats  Paint 

11986  SF 

APTRA 

129 

3,439 

39 

2,287 

0 

5,764 

Electrical  Work  on  Outlets  6 

0.28 

11.00 

0.04 

2.12 

0.00 

13.16 

Switches 

82.00  EA 

EELEB 

23 

902 

3 

174 

0 

1,079 

Electrical  Work  on  Fire  Alarm 

0.82 

32.50 

0.11 

2.12 

0.00 

34.73 

Pull  Stations 

1.00  EA 

EELEB 

1 

33 

0 

2 

0 

35 

Electrical  Work  on  Fire  Alarm 

0.82 

32.50 

0.11 

2.12 

0.00 

34.73 

Bells 

1.00  EA 

EELEB 

1 

33 

0 

2 

0 

35 

Electrical  Work  on  TV  Outlets 

0.28 

11.00 

0.04 

2.12 

0.00 

13.16 

14.00  EA 

EELEB 

4 

154 

0 

30 

0 

184 

Contract 

688 

23,410 

247 

19,453 

0 

43,110 

CB  BLDG  420,  ECO  11 

688 

23,410 

247 

19,453 

0 

43,110 

LABOR  ID:  R01J2  EQDIP  ID:  RG0192 


Cnrrency  in  DOLLARS 


CREH  ID:  HAT92B  DPB  ID:  NAT92A 


Hon  10  Jan  1994 


ERROR  REPORT 


n.S.  iiny  Corps  of  Engineers 

PROJECT  CB4201:  CB  BLDG  420,  ECO  fl  -  ESOS  Carlisle  Barracks 
INTERIM  SDBMISSIOH 


TIME  16:13:37 


ERROR  PAGE  1 


No  errors  detected. 


*  *  *  END  OF  ERROR  REPORT  *  *  * 


LABOR  ID:  R01_92  EQBIP  ID;  RG0192 


Currency  in  DOLLARS 


CREH  ID:  NAT92B  DPB  ID:  NAT92A 


CARLISLE'S  ARItA<^  STUDY. -;.; 

Individual  Building  Material  Take  Off  Worksheet 


Buildin}'  No.  420  [  Building  Name: 


Date  Prepared:  Ja,K/  <^4“  E-stimator:  bJL^ _ 


BroiTEM  Vfe^T/663L^S 


Description 


F/Soa/T 


m.t  o^^iozocfL  ma\n‘  ALuf^, 


Unit 

Quantity  Measurement 


e>o 


&>F. 


£A 


OiV.6  cesi’d  1^1  Wruic.ic  r&tjieeeD 


40- 


933702 


Hon  10  Jan  1994  D.S.  Any  Corps  of  Engineers 

PEOJECT  CB420E:  CB  BLDG  420,  ECO  JE  -  ESOS  Carlisle  Barracks 
IHTERIH  SDBHISSION 


TIME  16:24:14 
TITLE  PAGE  1 


CB  BLDG  420,  ECO  #E 
ESOS  Carlisle  Barracks 
Contract  No.  DACA65-93-C-0018 
Building  420,  Vestibule 
Carlisle  Barracks,  PA 


Designed  By;  Benatec  Associates 
Estiaated  By:  Benatec  Associates 


Benatec  Associates 


Date:  01/10/94 


HCACES  GOLD  EDITION 
CoBposer  GOLD  Copyright  (C)  1985,  1988,  1990,  1992 
by  Building  Systeis  Design,  Inc. 


Release  5.20J 


LABOR  ID:  R01J2  EQDIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  DPB  ID:  HAT92A 


Mon  10  Jan  1994 


U.S.  Any  Corps  of  Engineers 

PROJECT  Cfi420E:  CB  BLDG  420,  ECO  JE  -  ESOS  Carlisle  Barracks 
INTERIM  SOBHISSION 


TIME  16:24:14 


SETTINGS  PAGE  1 

i»  CONTRACTOR  SETTINGS  ** 

AMOUNT  PCT  PCT  S  RISK  DIFF  SIZE  PERIOD  INVEST  ASSIST  SDBCON 


01  General  Contractor 


OVERHEAD 
DOME  OFC 
PROFIT 
BOND 


P  5.00 

P  10.00 

C  8.65 

P  2.00 


0.052  0.075  0.119  0.052  0.075  0.120  0.118 


CREH  ID:  NAT92B 


BPB  ID:  NAT92A 


LABOR  ID:  R01_92  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


Hon  10  Jan  1994 


U.S.  Antj  Corps  of  Engineers 

PROJECT  CB420E:  CB  BLDG  420,  ECO  #E  -  ESOS  Carlisle  Barracks 
INTERIM  SlIBHISSION 


TIME  16:24:14 


TABLE  OF  CONTENTS 


CONTENTS  PAGE  1 


SDHHARY  REPORTS  SUMMARY  PAGE 

PROJECT  OWNER  SUMMARY  -  LEVEL  1 . 1 

PROJECT  DIRECT  SDHHARY  -  LEVEL  1 . 2 

CONTRACTOR  INDIRECT  SDHHARY . . . 3 


DETAILED  ESTIMATE  DETAIL  PAGE 

01.  Contract . 1 


No  Backup  Reports... 


*  *  *  END  TABLE  OF  CONTENTS  *  *  * 


Hon  10  Jan  1994 


TIME  16:24:14 


O.S.  Amy  Corps  of  Engineers 

PROJECT  CB420E:  CB  BLDG  420,  ECO  #E  -  ESOS  Carlisle  Barracks 

IHTERIH  SUBMISSION  SUMMARY  PAGE  1 

**  PROJECT  OWNER  SUMMARY  -  LEVEL  1  ** 


QUANTITY  UOM 

CONTRACT 

ESCALATN 

CONTINGN 

SIOH 

TOTAL  COST  UNIT  COST 

01  Contract 

1.00  EA 

10,132 

0 

507 

0 

10,639  10638.87 

CB  BLDG  420,  ECO  |E 

1.00  EA 

10,132 

0 

507 

0 

10,639  10638.87 

LABOR  ID:  R01_92  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  UPB  ID:  NAT92A 


Hoo  10  Jan  1994 


TIME  16:24:14 


SUBTOTAL 
HOME  OFC 

SUBTOTAL 

PROFIT. 

SUBTOTAL 

BOND 

TOTAL  ISCL  INDIRECTS 
CONTNGENCY 

TOTAL  INCL  OWNER  COSTS 


8,311 

831 


9,142 

791 


9,934 

199 


10,132 

507 


10,639 


LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  UPB  ID:  NAT92A 


Hon  10  Jan  1994 


TIME  16:24:14 


D.S.  ArEy  Corps  of  Eagineers 

PROJECT  CB420E:  CB  BLDG  420,  ECO  HE  -  ESOS  Carlisle  Barracks 

INTERIM  SUBMISSION  SUMMARY  PAGE  3 

a  CONTRACTOR  INDIRECT  SUMMARY  H 


GC  General  Contractor 


DIRECT 

OVERHEAD 

HOME  OFC 

PROFIT 

BOND 

TOTAL  COST  UNIT  COST 

7,915 

396 

831 

791 

199 

10,132  10132.26 

LABOR  ID:  R01_92  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREU  ID:  NAT92B  UPB  ID:  NAT92A 


Mon  10  Jan  1994 


TIME  16:24:14 


D.S.  Amy  Corps  of  Engineers 

PROJECT  CB420E;  CB  BLDG  420,  ECO  »E  -  ESOS  Carlisle  Barracks 


DETAILED  ESTIMATE 

0  . 

IBTERIM  SUBMISSION 

01.  Contract 

DETAIL  PAGE  1 

QUAHTY  UOH  CRE»  ID 

HANHRS 

LABOR 

EQUIPHNT 

MATERIAL 

OTHER 

TOTAL  COST 

Contract 

3'i7'8ide  Style  A1  Door  Dnit 

8.00 

312.24 

3.07 

453.68 

0.00 

768.99 

Coiaercial  (Rear  Ent.  Vest.) 

2.00  EA  SIVSB 

16 

624 

6 

907 

0 

1,538 

1/4’  Thk  Clear  Float  Glass 

0.15 

1.89 

0.02 

4.24 

0.00 

6.15 

(Rear  Ent.  Vest.) 

42.00  SF  AGLAB 

6 

80 

1 

178 

0 

258 

8'slO'  Front  Entrance  Vestibule 

1.54 

60.00 

0.59 

15.90 

0.00 

76.49 

80.00  SF  SI»SB 

123 

4,800 

47 

1,272 

0 

6,119 

Contract 

145 

5,504 

54 

2,357 

0 

7,915 

CB  BLDG  420,  ECO  fE 

145 

5,504 

54 

2,357 

0 

7,915 

LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  HAT92B  DPB  ID:  HAT92A 


Mon  10  Jan  1994 


U.S.  Aray  Corps  of  Engineers 

PROJECT  CB420E;  CB  BLDG  420,  ECO  |E  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 


TIME  16:24:14 


ERROR  REPORT 


ERROR  PAGE  1 


No  errors  detected... 


*  *  i 


END  OF  ERROR  REPORT 


i  i  i 


LABOR  ID:  R01_92  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B 


UPB  ID:  NAT92A 


CARLISLE  BARRACKS  ENERGY  STUDY 
Individual  Building  Material  Take  Off  Worksheet 


Building  No.  4-52  Building  Name;  _ 


Date  Prepared:  ^  JAt^.94'  Estimator;  STIC  _ |  Sheet  /  of 


BID  iTEivf  -  U  /(Zoo  F  ///5  ULATlO/^ 


Description 


Pi}/,  oz  zemmL  4(ZBs>£rrM  cp 


miUuioeH  (cASim  4  ca/5‘M^uL0 


Pff/,  Oio  dhin  4Z0\  1//000  PR/irAtf/Gf 


mfJOof^  iPoo^ 


Unit 

Quantity  Measurement 


MOl  insTi^U  2**15 


foJALL  /^iSOU 


D\i  01  onio  ion  mnu 


F/BSI^6LASS  muL  , 


xFirlSt/L  ^APi^ihJ,  u)iM^  Aad/iTYi 


/KssmiBjfwm  4cuss/55cim  (a//a;g’ 


uJooD  pu(2u^s  -  h/A\/e  4 


933702 


CARLISLE  BARRACKS  EP^RGY  STUDY 
Individual  Building  Material  Take  Off  Worksheet 


Building  Name:  c(4/iPei- 


Dale  Prepared:  Estimator:  h .  iT/gA  I  Sheet  ^  of 


BID  ITEM  -  IaJALL  ^^SOU^7lOf<) 


Description 


Oli.  07  oim  1004^  inmUL  f^^icbo 


SS  mOL  BFT^eBhJ 


H 


Unit 

Quantity  Mcitsuremenl 


2  ^/2‘*D0{mLL 


U.I7£ 


Pll/.  09  O^iFiL  sro^  2"'  ^A"c.c. 


B)BTo}eefJ  2'^^\Gt\ti  (h)SOL.  _ 


IIB 


cemB^'T  J2'‘ic{z"  Fcousr,  r/Le 


To  Ff2l(^i0  muL  BO. 


DlV.  \b  gieC.  \A/6l^K  OM  OOTUIS  ^s^irchs 


ia 


TO. 


alarm  Pull 


STATionJS 


ii.m 


15^1 


933702 


Hon  10  Jan  1994  U.S.  Any  Corps  of  Engineers 

PROJECT  CB4521:  CB  BLDG  452,  ECO  fl  -  ESOS  Carlisle  Barracks 
IHTERIH  SUBMISSION 


TIME  16:54;31 
TITLE  PAGE  1 


CB  BLDG  452,  ECO  fl 
ESOS  Carlisle  Barracks 
Contract  Ho.  DACA65-93-C-0018 
Building  452, Hall  S  Roof  Insul. 
Carlisle  Barracks,  PA 


Designed  By:  Benatec  Associates 
Estinated  By;  Benatec  Associates 


Prepared  By: 


Benatec  Associates 


Date:  01/10/94 


HCACES  GOLD  EDITI 
CoBposer  GOLD  Copyright  (C)  1985,  1988, 
by  Building  Systeas  Design,  Inc 


Release  5.20J 


0  H 

1990,  1992 


LABOR  ID:  R01_92  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  HAT92B  DPB  ID:  NAT92A 


Hod  10  Jan  1994 


U.S.  Any  Corps  of  Engineers 

PROJECT  CB4521:  CB  BLDG  452,  ECO  |1  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 


TIME  16:54:31 
SETTINGS  PAGE  1 

**  CONTRACTOR  SETTINGS  ** 

AMOUNT  PCT  PCT  S  RISK  DIFF  SIZE  PERIOD  INVEST  ASSIST  SUBCON 


01  General  Contractor 


OVERHEAD  S  5.00 
HOME  OFC  P  10.00 
PROFIT  S  8.66 
BOND  P  2.00 

02  Electrical  Contractor 

OVERHEAD  P  5.00 
HOME  OFC  P  10.00 
PROFIT  C  8.66 
BOND  P  2.00 


5.00 

5.00 


0.052  0.075  0.119  0.052  0.075  0.120  0.118 


LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREH  ID:  NAT92B 


UPB  ID;  NAT92A 


Hod  10  Jan  1994 


O.S.  Any  Corps  of  Engineers 

PROJECT  CB4521;  CB  BLDG  452,  ECO  |1  -  ESOS  Carlisle  Barracks 
INTERIM  SDBMISSION 


TIME  16:54:31 


TABLE  OF  CONTENTS 


CONTENTS  PAGE  1 


SDHMARY  REPORTS  SOHHARY  PAGE 

PROJECT  OWNER  SDHMARY  -  LEVEL  1. . 1 

PROJECT  DIRECT  SUMMARY  -  LEVEL  1 . 2 

CONTRACTOR  INDIRECT  SUMMARY . 3 


DETAILED  ESTIMATE  DETAIL  PAGE 

01.  Contract . . . 1 


Ho  Backup  Reports... 


*  *  *  END  TABLE  OF  CONTENTS  *  *  * 


Hoo  10  Jan  1994 


U.S.  kittj  Corps  of  Engineers 

PROJECT  CB4521:  CB  BLDG  452,  ECO  fl  ■  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 

**  PROJECT  OBNER  SUMMARY  -  LEVEL  1  *t 


TIME  16:54:31 
SUMMARY  PAGE  1 


QUANTITY  UOH 

CONTRACT 

ESCALATN 

CONTINGN 

SIOH 

TOTAL  COST  UNIT  COST 

01  Contract 

1.00  EA 

83,395 

0 

4,170 

0 

87,564  87564.40 

CB  BLDG  452,  ECO  fl 

1.00  EA 

83,395 

0 

4,170 

0 

87,564  87564.40 

LABOR  ID:  R01_92  EQUIP  ID:  RG0192  Currency  in  DOLLARS  CREW  ID:  HAT92B  UPB  ID:  NAT92A 


Mon  10  Jan  1994 


TIME  16:54:31 


D.S.  Army  Corps  of  Engineers 

PROJECT  CB4521:  CB  BlDG  452,  ECO  #1  -  ESOS  Carlisle  Barracks 
INTERIM  SDBHISSION 

a  PROJECT  DIRECT  SUMMARY  -  LEVEL  1  ** 


SUMMARY  PAGE  2 


QUANTITY  UOH 

EQUIPMNT 

MATERIAL 

OTHER 

TOTAL  COST  UNIT  COST 

01  Contract 

1.00  EA 

1,137 

37,907 

374 

26,865 

0 

65,146  65145.91 

CB  BLDG  452,  ECO  jfl 

1.00  EA 

1,137 

37,907 

374 

26,865 

0 

65,146  65145.91 

OVERHEAD 

SUBTOTAL 
HOME  OFC 


3,257 


68,403 

6,840 


SUBTOTAL 

PROFIT 


75,244 

6,516 


SUBTOTAL 

BOND 


81,759 

1,635 


TOTAL  INCL  INDIRECTS  83,395 

COHTNGEHCY  4,170 


TOTAL  INCL  OHNER  COSTS 


87,564 


LABOR  ID:  R01_92  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREH  ID:  RAT92B  UPB  ID:  NAT92A 


Hon  10  Jan  1994 


TIME  16:54:31 


D.S.  Amy  Corps  of  Engineers 

PROJECT  CB4521:  CB  BLDG  452,  ECO  }1  -  ESOS  Carlisle  Barracks 

IHTERIH  SBBHISSION  SDHHARY  PAGE  3 

a  CONTRACTOR  INDIRECT  SUMMARY  ** 


DIRECT 

OVERHEAD 

HOME  OFC 

PROFIT 

BOND 

TOTAL  COST  UNIT  COST 

GC  General  Contractor 

EL  Electrical  Contractor 

62,709 

2,437 

3,135 

122 

6,584 

256 

6,272 

244 

1,574 

61 

80,275  80274.90 
3,120  3119.76 

LABOR  ID:  R01_92  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  HAT92B  DPB  ID:  NAT92A 


Hon  10  Jan  1994 


TIME  16:54:31 


D.S.  Aray  Corps  of  Engineers 

PROJECT  CB4521:  CB  BLDG  452,  ECO  #1  -  ESOS  Carlisle  Barracks 
DETAILED  ESTIMATE  INTERIM  SDBHISSION  DETAIL  PAGE  1 

01.  Contract 


ODAHTY  DOM  CREW  ID 

HANHRS 

LABOR 

EQDIPMNT 

MATERIAL 

OTHER 

TOTAL  COST 

Contract 

Removal  S  Resetting  of  Hillnork 

0.03 

0.95 

0.01 

0.00 

0.00 

0.96 

3987.00  LF 

DLABF 

130 

3,788 

28 

0 

0 

3,816 

Sills  6  Plates, 2x4  So  Yel  Pine 

0.02 

0.80 

0.02 

0.24 

0.00 

1.06 

1591.00  BF 

ACARD 

36 

1,273 

31 

388 

0 

1,692 

Jaab  Extensions 

0.03 

0.79 

0.01 

0.42 

0.00 

1.22 

1591.00  LF 

DLABF 

43 

1,257 

9 

675 

0 

1,941 

2*  Polyiso.,R14.3  Rigid  Insul. 

0.01 

0.26 

0.00 

0.90 

0.00 

1.16 

11172  SF 

ACARA 

81 

2,905 

28 

10,066 

0 

12,999 

6'Dnfaced  Batt,R19  Fbgs  Insal 

0.01 

0.30 

0.00 

0.21 

0.00 

0.51 

11602  SF 

ACARA 

97 

3,448 

33 

2,460 

0 

5,941 

r  Polyiso.,R7,2  Rigid  Insul, 

0.01 

0.24 

0.00 

0.66 

0.00 

0.90 

4324.00  SF 

ACARA 

29 

1,038 

10 

2,842 

0 

3,890 

6-I/4‘  Kraft  Faced  R19  Fbgs  Insl 

0.01 

0.30 

0.00 

0.22 

0.00 

0.52 

• 

759.00  SF 

ACARA 

6 

226 

2 

169 

0 

397 

1/2*  Drywall,One  Layer,  One  Face 

0.02 

0.69 

0.01 

0.21 

0.00 

0.91 

On  Metal  Studs  or  Furring, (13at) 

11172  SF 

ACARB 

126 

4,482 

46 

2,060 

0 

10,157 

For  Taping,  Spackling,  And 

90 

3,227 

33 

309 

Std,  2*  Z  Purring,  Galv. 

2.09 

74.50 

0.72 

28.09 

0.00 

103.31 

71.15  CLF  ACARA 

149 

5,301 

51 

1,999 

0 

7,351 

Interior  Roller  Bork 

0.01 

0.29 

0.00 

0.19 

0.00 

0.48 

One  Coat  Priaer-Two  Coats  Paint 

11172  SF 

APTRA 

120 

3,205 

36 

2,132 

0 

5,373 

Paint  Int  Wd  Tria,lPriae,2Paint 

0.04 

1.14 

0.01 

0.08 

0.00 

1.23 

Enaael  Priaer,Alkyd  or  Latex  Pnt  1591.00  LF 

APTRA 

68 

1,806 

20 

135 

0 

1,962 

12'xl2’x5/8*Vnyl  Face  Acous  Tile 

0.03 

0.89 

0.01 

0.76 

0.00 

1.66 

Mineral  Fiber  Ceiling  Tile 

4324.00  SF 

ACARA 

108 

3,855 

37 

3,300 

0 

7,192 

Electrical  Bork  on  Outlets  6 

0.28 

11.00 

0.04 

2.12 

0.00 

13.16 

Switches 

140.00  EA 

EELEB 

39 

1,540 

5 

297 

0 

1,842 

Electrical  Bork  on  Ball  Mounted 

0.93 

33.50 

0.12 

2.12 

0.00 

35.74 

Light  Fixtures 

5.00  EA 

EELEF 

5 

168 

1 

.  11 

0 

179 

Electrical  Bork  on  Fire  Alarm 

0.82 

32.50 

0.11 

2.12 

0.00 

34.73 

^jjpill  Stations 

10.00  EA 

EELEB 

8 

325 

1 

21 

0 

347 

Electrical  Bork  on  Fire  Alarm 

0.82 

32.50 

0.11 

2.12 

0.00 

34.72 

Bells 

2.00  EA 

EELEB 

2 

65 

0 

4 

0 

69 

LABOR  ID:  R01_92  EQDIP  ID:  RG0192 

Currency  in  DOLLARS 

CREB  ID:  NAT92B 

DPB  ID:  HAT92A 

Mon  10  Jan  1994 


TIME  16:54:31 


0.8.  Army  Corps  of  Engineers 

PROJECT  CB4521:  CB  BLDG  452,  ECO  |1  -  ESOS  Carlisle  Barracks 

INTERIM  SUBMISSION  DETAIL  PAGE  2 

01.  Contract 


(jOANTY  DOM  CREW  ID  HANHRS  LABOR  EQUIPHNT  MATERIAL  OTBER  TOTAL  COST 


Contract 

1,137 

37,907 

374 

26,865 

0 

65,146 

CB  BLDG  452,  ECO  #1 

1,137 

37,907 

374 

26,865 

0 

65,146 

DETAILED  ESTIMATE 


LABOR  ID:  R0I_92  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREK  ID:  NAT92B  UPB  ID:  NAT92A 


Mon  10  Jan  1994  U.S.  Ariay  Corps  of  Engineers 

PROJECT  CB4521:  CB  BLDG  452,  ECO  |1  -  ESOS  Carlisle  Barracks 
ERROR  REPORT  INTERIM  SUBMISSION 


No  errors  detected... 


i  i  i 


END  OF  ERROR  REPORT 


i  i  i 


TIME  16:54:31 
ERROR  PAGE  1 


LABOR  ID:  R01_92  EQUIP  ID;  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  UPB  ID:  NAT92A 
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INTERIM  SUBMISSION 


TIME  16:58:16 


TITLE  PAGE  1 


CB  BLDG  452,  ECO  #3 
ESOS  Carlisle  Barracks 
Contract  No.  DACA65-93-C-O018 
Building  452,  Caulk  6  W.S. 
Carlisle  Barracks,  PA 


Designed  By:  Benatec  Associates 
Estinated  By:  Benatec  Associates 


Prepared  By:  Benatec  Associates 


Date:  01/10/94 


H  C  A  C  E  S  GOLD  EDITION 
Composer  GOLD  Copyright  (C)  1985,  1988,  1990,  1992 
hy  Building  Systems  Design,  Inc. 

Release  5.20J 


LABOR  ID:  R01_92  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  UPB  ID:  NAT92A 


Hon  10  Jan  1994 


TIME  16:58:16 


D.S.  Army  Corps  of  Engineers 
PROJECT  CB4523:  CB  BLDG  452,  ECO  #3  -  ESOS  Carlisle  Barracks 

IHTERIH  SDBMISSIOH  SETTINGS  PAGE  1 

*t  CONTRACTOR  SETTINGS  ** 

AMOUNT  PCT  PCT  S  RISK  DIFF  SIZE  PERIOD  INVEST  ASSIST  SDBCOH 


01  General  Contractor 


OVERHEAD 

P 

5.00 

HOME  OFC 

P 

10.00 

PROFIT 

C 

8.65 

0.052  0.075  0.119  0.052  0.075  0.120  0.118 

BOND 

P 

2.00 

LABOR  ID:  R01_92  EQDIP  ID:  RG0192 


Currency  in  DOLLARS 


CREN  ID:  NAT92D  UPB  ID:  NAT92A 


Hon  10  Jan  1994 


U.S.  Amy  Corps  of  Engineers 

PROJECT  CB4523:  CB  BLDG  452,  ECO  1(3  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 


TIME  16:58:16 


TABLE  OF  CONTENTS 


CONTENTS  PAGE  1 


SUMMARY  REPORTS  SUMMARY  PAGE 

PROJECT  OHNER  SUMMARY  -  LEVEL  1 . 1 

PROJECT  DIRECT  SUMMARY  -  LEVEL  1 . 2 

CONTRACTOR  INDIRECT  SUMMARY . 3 


DETAILED  ESTIMATE  DETAIL  PAGE 

01.  Contract . . . 1 


No  Backup  Reports,.. 


*  *  i  END  TABLE  OF  CONTENTS  *  *  * 


Hon  10  Jan  1994 


TIHE  16:58:16 


D.S,  Any  Corps  of  Engineers 

PROJECT  CB4523:  CB  BLDG  452,  ECO  #3  -  ESOS  Carlisle  Barracks 

IHTERIH  SOBHISSIOH  SUMMARY  PAGE  1 


0 . 

**  PROJECT  OHNER  SUMMARY  ■ 

LEVEL  1  ** 

QUANTITY  UOH 

CONTRACT 

ESCALATN 

CONTINGN 

SIOH 

TOTAL  COST  UNIT  COST 

01  Contract 

1.00  EA 

7,359 

0 

368 

0 

7,727  7726.53 

CB  BLDG  452,  ECO  13 

1,00  EA 

7,359 

0 

368 

0 

7,727  7726.53 

LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CRE»  ID:  HAT92B  UPB  ID:  I1AT92A 


Hon  10  Jan  1994 


TIME  16:58:16 


V.S.  Amy  Corps  of  Engineers 

PROJECT  CB4523:  CB  BLDG  452,  ECO  #3  ■  ESOS  Carlisle  Barracks 
INTERIM  SDBMISSION 

**  PROJECT  DIRECT  SUMMARY  -  LEVEL  1  ** 


SUMMARY  PAGE  2 


QUANTITY  UOM 

HANHRS 

LABOR 

EQUIPMNT 

MATERIAL 

OTHER 

TOTAL  COST  UNIT  COST 

01  Contract 

1,00  EA 

147 

5,242 

38 

469 

0 

5,749  5748.61 

CB  BLDG  452,  ECO  13 

1.00  EA 

147 

5,242 

38 

469 

0 

5,749  5748.61 

OVERHEAD 

SUBTOTAL 
HOME  OFC 

SUBTOTAL 

PROFIT 

SUBTOTAL 


TOTAL  IHCL  INDIRECTS 
COHTHGENCY 

TOTAL  INCL  OWNER  COSTS 


LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  HAT92B  UPB  ID:  HAT92A 


Hon  10  Jan  1994 


TIHE  16:58:16 


0.8.  ArJiy  Corps  of  Engineers 

PROJECT  CB4523:  CB  BLDG  452,  ECO  #3  -  ESOS  Carlisle  Barracks 
IHTERIH  SDBMISSION 
»*  CONTRACTOR  INDIRECT  SUMMARY  ** 


SUMMARY  PAGE  3 


GC  General  Contractor 


DIRECT 

OVEREEAD 

HOME  OFC 

PROFIT 

BOND 

TOTAL  COST  UNIT  COST 

5,749 

287 

604 

575 

144 

7,359  7358.60 

LABOR  ID:  R01_92  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  HAT92B  UPB  ID:  HAT92A 


Hod  10  Jan  1994 


TIME  16:58:16 


D.S.  Any  Corps  of  Engineers 

PROJECT  CB4523:  CB  BLDG  452,  ECO  #3  -  ESOS  Carlisle  Barracks 

INTERIM  SUBMISSION  DETAIL  PAGE  1 

01.  Contract 


QUANTY  BOM  CREW  ID  MANHRS  LABOR  EQDIPMNT  MATERIAL  OTHER  TOTAL  COST 


Contract 

Polprethane  Cttpd,l/4'xl/4'Joint 

on  Ext.  Doors  6  Windows  23.87  CIF  ARFCA 

Htl  Weatherstrip  w/Neoprene  Bulb 

For  Head  and  Jaib  270.00  LF  ACARB 

Mtl  Weatherstrip  for  Door  Bottoi 

Surface  Mounted  w/Vinyl  Bulb  75.00  LF  ACARB 

Bulb 


Contract 


CB  BLDG  452,  ECO  f3  147  5,242  38  469  0  5,749 


4.65 

166.39 

1.03 

9.54 

0.00 

176.96 

111 

3,972 

25 

228 

0 

4,224 

0.07 

2.62 

0.03 

0.66 

0.00 

3.31 

20 

708 

7 

177 

0 

893 

0.21 

7.50 

0.08 

0.85 

0.00 

8.42 

16 

562 

6 

64 

0 

632 

147 

5,242 

38 

469 

0 

5,749 

DETAILED  ESTIMATE 


LABOR  ID:  R01_92  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  RAT92B  UPB  ID:  NAT92A 


Mon  10  Jan  1994 


ERROR  REPORT 


U.S.  Any  Corps  of  Engineers 

PROJECT  CB4523:  CB  BLDG  452,  ECO  13  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 


TIME  16:58:16 


ERROR  PAGE  1 


No  errors  detected. 


*  *  *  END  OF  ERROR  REPORT  *  *  * 


LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  UPB  ID:  NAT92A 


f  BARRACKS  ENERGY  STUDY 

Individual  Building  Material  Take  Off  Worksheet 

Building  No.  ^Of  Building  Name:  ^OLF  hk>t>^ 

Date  Prepared:  ^4  Estimator:  ST{C(^ 

Sheet  1  of  ^ 

BID  ITEM  •  WM  / f200p  IH$OUiT/0^  1 

Description 

Quantity 

Unit 

Mcjisuremcnl 

DtV.  02  tZ0yV)i/AL  i  f2SSB-mhf^  Of^ 

BKiST.  MIULwoQk 

'7(b29 

L,F^ 

mrOfa  00>ni  420!  2k4  (jOOOO 

fi(2outJO  WlUCiOiAJ  4  Doo£  OPe-NIAJAS 

so^ 

_ ^ _ 

Diif.  0(fi  /x2>  piuB  ekrEfJ3A0Ais _ 

_ 4^5 - 

07  2'' (Midrib  Pd</fjo.  moot,  so. 

R-i4.2>  /\ajall  muLA 

2^00 

3./=v  ■ 

. . . . . . . . —  — — - 

Dl/.  07  tNSrt^U  polY/So.  iNSoL  BO, 

•W/f/  /IP4  l2ffmOOS&  QN  iPpSfOB. 

iNSt/L  'L9UH6iS  APBA) 

14^4 

Dll/.  01  CeUJ)U)S9  iPS(}L,  r4t''’t 

^erwseNi  cBil.  A oiscs  i? «  n^o 

1400 

5.F. 

PI  It.  07  ono>o  tooz  insTAu  L 

2700 

S.F. 

OncLvoe  AOod 

&6TlA/gE>J  r#2/6(0 /Kisyl.  g>D. 

Z0S(o 

mail 

933702 


CARLISLE  BARRAOKS  ENERGY  CTUDY 
Individual  Building  Material  Take  Off  Worksheet 


Building  No. 

Building  Name:  QuOL^  fiOUS^ 

1  Date  Prepared:  \0  vJAM^94 

Estimator:  SflCi^ 

Sheet  2  of  4  | 

1  BID  ITEM  -  WA  LL  /  f^OOF  t 

Description 

Quantity 

Unit 

Measurement 

0^  msTALt.  4“  vmL  co^e  base 

HH3HI 

0^  o¥tzo  m\ 

Z^OO 

s.p. 

o\t  01  mrnLL  I200P 

S.Q. 

p\t  01  msrv^LL  AsF^fi^ir  s^m&iEs  fuoQUae) 

tS 

_ _ 

pw.  01  i^mu  Muf^.  OPip  snss  ot) 

LOUhJQB  p-oof 

120 

_ _ 

/6 

eA. 

0\)i.  /&  ^LBC.  wo0<  m  Me  M(2hi 

EA 

1 

15BMSESS[IBSB!K5ISSBBS!!I 

e>eLLs 

4 

m 

> 

’ 

933702 
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U.S.  Army  Corps  of  Engineers 

PROJECT  CB9011:  CB  BLDG  901,  ECO  |1  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 


TIME  16:21:08 


TITLE  PAGE  1 


CB  BLDG  901,  ECO  fl 
ESOS  Carlisle  Barracks 
Contract  No.  DACA65-93-C-0013 
Building  901, Wall  L  Roof  Insul. 
Carlisle  Barracks,  PA 


Designed  By:  Benatec  Associates 
Estiaated  By:  Benatec  Associates 


Prepared  By: 


Benatec  Associates 


Date:  01/13/94 


M  C  A  C  E  S  GOLD  EDITION 
Cotposer  GOLD  Copyright  (C)  1985,  1938,  1990,  1992 
by  Building  Systeas  Design,  Inc. 


Release  5.20J 


LABOR  ID:  R01J2  EQUIP  ID:  RG0I92 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  UPB  ID;  NAT92A 


Thu  13  Jan  1994 


U.S.  Aray  Corps  of  Engineers 

PROJECT  CE9011:  CB  BLDG  901,  ECO  fl  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 


TIME  16:21:08 


SETTINGS  PAGE  1 


H  CONTRACTOR  SETTINGS  ** 

AMOUNT  PCT  PCT  S  SISK  DIFF  SIZE  PERIOD  INVEST  ASSIST  SUBCOH 


01  General  Contractor 

5.00  5.00 

10.00 

8.66  5.00 

2.00 


5.00 

10.00 

8.66  0.052  0.075  0.119  0.052  0.075  0.120  0.118 

2.00 


OVERHEAD  S 
HOME  OFC  P 
PROFIT  S 
BOND  P 

02  Electrical  Contractor 

OVERHEAD  P 
HOME  OFC  P 
PROFIT  C 
BOND  P 


LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  UPB  ID:  HAT92A 


Thu  13  Jan  1994 


U.S.  Any  Corps  of  Engineers 

PROJECT  CB9011:  CB  BLDG  901,  ECO  |1  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 


TIME  16:21:08 


TABLE  OF  CONTENTS 


CONTENTS  PAGE  1 


SUMMARY  REPORTS  SUMMARY  PAGE 

PROJECT  OWNER  SUMMARY  -  LEVEL  1 . 1 

PROJECT  DIRECT  SUMMARY  -  LEVEL  1 . 2 

CONTRACTOR  INDIRECT  SUMMARY . 3 


DETAILED  ESTIMATE  DETAIL  PAGE 

01.  Contract . 1 


Ho  Backup  Reports... 


i  i  *  END  TABLE  OF  CONTENTS  *  *  * 


ThD  13  Jan  1994 


TIME  16:21:08 


O.S.  Any  Corps  of  Engineers 

PROJECT  CB9011:  CB  BLDG  901,  ECO  fl  -  ESOS  Carlisle  Barracks 


INTERIM  SDBMISSIOH  SDHHARY  PAGE  1 

**  PROJECT  0«HER  SUMMARY  ■  LEVEL  1  ** 


QUANTITY  UOM 

CONTRACT 

ESCALATN 

CONTINGN 

SIOH 

TOTAL  COST  UNIT  COST 

01  Contract 

1.00  EA 

23,637 

0 

1,184 

0 

24,871  24871.37 

CB  BLDG  901,  ECO  |1 

1.00  EA 

23,687 

0 

1,184 

0 

24,871  24871.37 

LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CRE»  ID:  NAT92B  UPB  ID:  NAT92A 


Thu  13  Jan  1994 


TIME  16:21:08 


U.S.  Army  Corps  of  Engineers 

PROJECT  CB9011:  CB  BLDG  901,  ECO  |1  •  ESOS  Carlisle  Barracks 
ISTERIH  SUBMISSION 

**  PROJECT  DIRECT  SUMMARY  ■  LEVEL  1  ** 


SUMMARY  PAGE  2 


QUANTITY  UOM 

HANHRS 

LABOR 

EQUIPHNT 

MATERIAL 

OTHER 

TOTAL  COST  UNIT  COST 

01  Contract 

1.00  EA 

276 

9,084 

123 

9,297 

0 

18,504  18503.73 

CB  BLDG  901,  ECO  jfl 

1.00  EA 

276 

9,084 

123 

9,297 

0 

18,504  18503.73 

OVERHEAD 

SUBTOTAL 
HOME  OFC 

SUBTOTAL 
PROFIT . 

SUBTOTAL 

BOND 

TOTAL  INCL  IHDIRECTS 
CONTNGENCY 


19,429 

1,943 


21,372 

1,851 


23,223 

464 


23,687 

1,134 


TOTAL  INCL  OWNER  COSTS 


LABOR  ID:  R0IJ2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  HAT92B  UPB  ID:  NAT92A 


Thn  13  Jan  1994 


IIHE  16:21:08 


U.S.  Arty  Corps  of  Engineers 

PROJECT  CB9011:  CB  BLDG  901,  ECO  |1  -  ESOS  Carlisle  Barracks 
INTERIH  SUBMISSION 


i 

1 

H  CONTRACTOR  INDIRECT 

SUMMARY  H 

w . 

DIRECT 

OVERHEAD 

HOME  OFC 

PROFIT 

GC 

General  Contractor 

17,850 

893 

1,874 

1,785 

EL 

Electrical  Contractor 

653 

33 

69 

65 

SUMMARY  PAGE  3 

BOND  TOTAL  COST  UNIT  COST 

448  22,851  22850.51 

16  837  836.50 


LABOR  ID:  R01_92  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  UPB  ID;  NAT92A 


Thn  13  Jan  1994 


TIMS  16:21:08 


D.S.  firiy  Corps  of  Engineers 

PROJECT  CB9011:  CB  BLDG  901,  ECO  #1  -  ESOS  Carlisle  Barracks 
DETAILED  ESTIMATE  INTERIM  SUBMISSION  DETAIL  PAGE  1 

01.  Contract 


QUANTY  DOM  CREW  ID 

HANHRS 

LABOR 

EQOIPHNT 

MATERIAL 

OTHER 

TOTAL  COST 

Contract 

Removal  &  Resetting  of  Hillwork 

0.03 

0.95 

0.01 

0.00 

0.00 

0.96 

763.00  IF  UlABF 

25 

725 

5 

0 

0 

730 

Sills  &  Plates, 2x4  So  Yel  Pine 

0.02 

0.80 

0.02 

0.24 

0.00 

1.06 

509.00  BF  ACARD 

11 

407 

10 

124 

0 

541 

Jamb  Extensions 

0.03 

0.79 

0.01 

0.42 

0.00 

1.22 

763.00  LF  ULABF 

21 

603 

5 

324 

0 

931 

V  Polyiso.,R14.3  Rigid  Insul. 

0.01 

0.26 

0.00 

0.90 

0.00 

1.16 

2900.00  SF  ACARA 

21 

754 

7 

2,613 

0 

3,374 

3*  Polyiso.,R19,3  Rigid  Insul. 

0.01 

0.22 

0.00 

1.47 

0.00 

1.70 

1494.00  SF  APLAD 

12 

336 

6 

2,201 

0 

2,543 

Blown-in  Cell.  Insul.  Rll 

0.01 

0.17 

0.03 

0.85 

0.00 

1.04 

1400.00  SF  AASBD 

8 

238 

37 

1,187 

0 

1,462 

1/2’  Drywall,One  Layer,  One  Face 

0.02 

0.69 

0.01 

0.21 

0.00 

0.91 

JMn  Metal  Studs  or  Furring,  (13u)  2900.00  SF  ACARB 

33 

1,163 

12 

535 

0 

2,636 

^^r  Taping,  Speckling,  And 

23 

838 

9 

80 

Std.  2*  Z  Furring,  Galv. 

2.09 

74.50 

0.72 

28.09 

0.00 

103.31 

20.56  CLF  ACARA 

43 

1,532 

15 

578 

0 

2,124 

4’  Vinyl  Base 

0.02 

0.61 

0.00 

0.74 

0.00 

1.36 

424.00  LF  APAPA 

10 

259 

1 

315 

0 

575 

Interior  Roller  Work 

0.01 

0.29 

0.00 

0.19 

0.00 

0.48 

One  Coat  Priner-Two  Coats  Paint 

2900.00  SF  APTRA 

31 

832 

9 

553 

0 

1,395 

15#  Asphalt  Felt  Underlayment 

0.20 

7.16 

0.04 

2.12 

0.00 

9.32 

15.00  CSF  ARFCA 

3 

107 

1 

32 

0 

140 

Asphalt  Shingles 

1.20 

43.00 

0.27 

44.52 

0.00 

87.79 

15.00  SQ  ARFCA 

18 

645 

4 

668 

0 

1,317 

Alum,  Drip  Edge 

0.01 

0.48 

0.01 

0.20 

0.00 

0.68 

120.00  LF  MSBHA 

2 

57 

1 

24 

0 

82 

Electrical  Dork  on  Outlets  6 

0.28 

11.00 

0.04 

2.12 

0.00 

13.16 

Switches 

18.00  EA  EELEB 

5 

198 

1 

38 

0 

237 

Electrical  Work  on  Fire  Alan 

0.82 

32.50 

0.11 

2.12 

0.00 

34.73 

^1^11  Stations 

8.00  EA  EELEB 

7 

260 

1 

17 

0 

278 

^Electrical  Work  on  Fire  Alarm 

0.82 

32.50 

0.11 

2.12 

0.00 

34.72 

Bells 

4.00  EA  EELEB 

3 

130 

0 

8 

0 

139 

Currency  in  DOLLARS 


CREW  ID:  NAT92B  OPB  ID:  NAT92A 


LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Thn  13  Jan  1994 


TIME  16:21:08 


O.S.  Aray  Corps  of  Engineers 


DETAILED  ESTIMATE 

•l . 

PROJECT  CB9011:  CB  BLDG  901,  ECO  |1  - 
INTERIM  SUBMISSION 
01.  Contract 

ESOS  Carlisle  Barracks 

DETAIL  PAGE  2 

ODANTY  DOM  CREW  ID  HANHRS 

LABOR 

EQDIPMNT 

MATERIAL 

OTHER 

TOTAL  COST 

Contract 

276 

9,084 

123 

9,297 

0 

18,504 

CB  BLDG  901,  ECO  |1 

276 

9,084 

123 

9,297 

0 

18,504 

LABOR  ID:  R01J2  EQCIP  ID:  RG0192 


Currency  in  DOLLARS 


CREii  ID:  NAT92B  DPB  ID:  HAT92A 


Thn  13  Jac  1994 


D.S.  Aray  Corps  of  Engineers 

PROJECT  CB9I)11:  CB  BLDG  901,  ECO  |1  -  ESOS  Carlisle  Barracks 
INTERIM  SBBMISSION 


TIME  16:21:08 


ERROR  REPORT 


ERROR  PAGE  1 


Ho  errors  detected... 


i  i  1 


END  OF  ERROR  REPORT 


1  t  i 


LABOR  ID:  R01J2  EQDIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  DPB  ID:  NAT92A 


CARLISLE  BARRACKS  ENERGY  STUDY 
Individuai  Building  Material  Take  Off  Worksheet 


Building  Name:  aoLF  ^OOSB _ 


Date  Prepared:  Estimator:  STtC^ _ Sheet  ^ of  4- 


BID  ITEM  -  lt)SUL  (sL,/pBL  //.  U/thiOCU}^ 


m 


Description 


\mfiLL  %toQS,  Tfik.  GLi^  PM 


Unit 

Quantity  Measurement 


riSt 


/JeLohiMM^ 


wimuos  mecT  sem 


iWtfLO  BB  LOCATBP^ 


($r.  ^-6  K  g*.a” 


mamfJJ 


6-  BXtST. 


uhirrs  ZO  s,B.  BA.  '  140  SS 


(40 


'  OP 


6  PAMg 


EXIST  K  \/A(^{BS/'seB  SiH&LB 


tmi2fOQ  IfJSfP 


3.F> 


EA. 


s.F 


933702 
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PROJECT  CB9012:  CB  BLDG  901,  ECO  |2  -  ESOS  Carlisle  Barracks 
INTERIM  SDBHISSION 


TIKE  16:31:02 


TITLE  PAGE  1 


CB  BLDG  901,  ECO  |2 
ESOS  Carlisle  Barracks 
Contract  No.  DACA65-93-C-0018 
Building  901,  Windows 
Carlisle  Barracks,  PA 


Designed  By:  Benatec  Associates 
Estimated  By:  Benatec  Associates 


Prepared  By: 


Benatec  Associates 


Date:  01/13/94 


M  C  A  C  E  S  GOLD  EDITION 
Composer  GOLD  Copyright  (C)  1985,  1988,  1990,  1992 


Building  Systems  Design,  Inc. 
Release  5.20J 


LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B 


OPB  ID:  NAT92A 


Thu  13  Jan  1994 


O.S.  Arty  Corps  of  Engineers 

PROJECT  CB9012:  CB  BLDG  901,  ECO  12  -  ESOS  Carlisle  Barracks 
INTERIM  SUBMISSION 


TIME  16:31:02 


SETTINGS  PAGE  1 


H  CONTRACTOR  SETTINGS  ** 

NT  PCT  PCT  S  RISK  DIFF  SIZE  PERIOD  INVEST  ASSIST  SUBCON 


01  General  Contractor 


OVERHEAD 

P 

5.00 

BOHE  OFC 

P 

10.00 

PROFIT 

C 

8.65 

BOND 

P 

2.00 

0.052  0.075  0.119  0.052  0.075  0.120  0.118 


LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  HAT92B  DPB  ID:  HAT92A 


Thu  13  Jan  1994  U.S.  Army  Corps  of  Engineers  TIME  16:31:02 

PROJECT  CB9012:  CB  BLDG  901,  ECO  f2  -  ESOS  Carlisle  Barracks 

TABLE  OF  CONTENTS  INTERIM  SDBMISSION  CONTENTS  PAGE  1 


SUMMARY  REPORTS  SUMMARY  PAGE 

PROJECT  OWNER  SUMMARY  -  LEVEL  1 . 1 

PROJECT  DIRECT  SUMMARY  -  LEVEL  1 . 2 

CONTRACTOR  INDIRECT  SUMMARY . 3 


DETAILED  ESTIMATE  DETAIL  PAGE 

01.  Contract . 1 


No  Backup  Reports... 


*  *  *  END  TABLE  OF  CONTENTS 


*  *  * 


Tbn  13  Jan  1994 


TIHE  16:31. -02 


U.S.  Amy  Corps  of  Engineers 

PROJECT  CB9012:  CB  BLDG  901,  ECO  |2  -  ESOS  Carlisle  Barracks 

INTERIH  SDBMISSION  SUMMARY  PAGE  1 


a  PROJECT  OWNER  SUMMARY  • 

LEVEL  1  ** 

Mr 

QUANTITY  UOH 

CONTRACT 

ESCALATN 

CONTIHGN 

SIDE 

TOTAL  COST  UNIT  COST 

01 

Contract 

1.00  EA 

1,728 

0 

86 

0 

1,815 

1814.74 

CB  BLDG  901,  ECO  |2 

1.00  EA 

1,728 

0 

86 

0 

1,815 

1814.74 

LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  UPB  ID:  NAT92A 


ThD  13  Jan  1994 


TIME  16:31:02 


O.S.  Army  Corps  of  Engineers 

PROJECT  CB9012:  CB  BLDG  901,  ECO  |2  -  ESOS  Carlisle  Barracits 
IKTERIH  SUBMISSION 

**  PROJECT  DIRECT  SUMMARY  -  LEVEL  1  a 


SUMMARY  PAGE  2 


QUANTITY  DOM 

HANHRS 

LABOR 

EQUIPMNT 

MATERIAL 

OTHER 

TOTAL  COST  UNIT  COST 

01  Contract 

1.00  EA 

10 

348 

4 

999 

0 

1,350  1350.18 

CB  BLDG  901,  ECO  |2 

1.00  EA 

10 

348 

4 

999 

0 

1,350  1350.18 

OVERHEAD 

SUBTOTAL 
HOME  OFC 

SUBTOTAL 

PROFIT 

SUBTOTAL 


TOTAL  INCL  INDIRECTS 
COHTNGENCY 

TOTAL  INCL  OWNER  COSTS 


68 


1,418 

142 


1,559 

135 


1,694 

34 


1,728 

86 


1,815 


LABOR  ID:  R01_92  EQUIP  ID:  HG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  UPB  ID:  NAT92A 


Thu  13  Jan  1994 


TIME  16:31:02 


O.S.  Amy  Corps  of  Engineers 

PROJECT  CB9012:  CB  BLDG  901,  ECO  f2  -  ESOS  Carlisle  Barracks 

INTERIM  SUBMISSION  SUMMARY  PAGE  3 

H  CONTRACTOR  INDIRECT  SUMMARY  ** 


GC  General  Contractor 


DIRECT 

OVERKEAD 

HOME  OFC 

PROFIT 

BOND 

TOTAL  COST  UNIT  COST 

1,350 

68 

142 

135 

34 

1,728  1728.32 

LABOR  ID:  R01_92  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CRE«  ID:  NAT92B  UPB  ID:  HAT92A 


Thu  13  Jan  1994 


TIME  16:31:02 


O.S.  Aray  Corps  of  Engineers 

PROJECT  CB9012:  CB  BLDG  901,  ECO  |2  -  ESOS  Carlisle  Barracks 
DETAILED  ESTIMATE  INTERIM  SUBMISSION  DETAIL  PAGE  1 

01.  Contract 


QUANTY  UOM  CREW  ID 

HANHRS 

LABOR 

EQUIPHNT 

MATERIAL 

OTHER 

TOTAL  COST 

Contract 

Single  Glazing  Installed  on 

0.02 

0.79 

0.01 

2.23 

0.00 

3.02 

Inside  of  Existing  Windows 

424.00  SF  ACARB 

9 

335 

3 

944 

0 

1,282 

Double  Hung  Stora  Panel 

0.36 

12.70 

0.13 

55.12 

0.00 

67.95 

1.00  EA  ACARB 

0 

13 

0 

55 

0 

68 

Contract 

10 

348 

4 

999 

0 

1,350 

CB  BLDG  901,  ECO  |2 

10 

348 

4 

999 

0 

1,350 

LABOR  ID:  R01_92  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  UPB  ID:  NAT92A 
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PROJECT  CB9012:  CB  BLDG  901,  ECO  |2  -  ESOS  Carlisle  Barracks 
IHTERIH  SDBMISSION 


TIME  16:31:02 


ERROR  PAGE  1 


Ho  errors  detected. 


OF  ERROR  REPORT  *  *  * 
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TIME  16:34:27 


TITLE  PAGE  1 


CB  BLDG  901,  ECO  |3 
ESOS  Carlisle  Barracks 
Contract  No.  DACA65-93-C-0018 
Building  901,  Caulk  6  W.S. 
Carlisle  Barracks,  TA 


Designed  By:  Benatec  Associates 
Estiiated  By:  Benatec  Associates 


Prepared  By: 


Benatec  Associates 


Date:  01/13/94 


H  C  A  C  E  S  GOLD  EDITION 
Coaposer  GOLD  Copyright  (C)  1985,  1988,  1990,  1992 
by  Building  Systeas  Design,  Inc. 


Release  5.20J 


LABOR  ID:  R01_92  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CRE»  ID:  NAT92B  UPB  ID:  NAT92A 


Thn  13  Jan  1994 


C.S.  Army  Corps  of  Engineers 

PROJECT  CB9013;  CB  BLDG  901,  ECO  |3  -  ESOS  Carlisle  Barracks 
IHTERIH  SUBMISSION 


TIME  16:34:27 


SETTINGS  PAGE  1 

**  CONTRACTOR  SETTINGS  ** 

AMOUNT  PCT  PCT  S  RISK  DIFF  SIZE  PERIOD  INVEST  ASSIST  SUBCON 


01  General  Contractor 


OVERHEAD 

P 

5.00 

HOME  OFC 

P 

10.00 

PROFIT 

C 

8.65 

0.052  0.075  0.119  0.052  0.075  0.120  0.118 

BOND 

P 

2.00 

LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CRE»  ID:  NAT92B  UPB  ID:  NAT92A 


TIME  16;34;27 
CONTENTS  PAGE  1 


SDHNARY  REPORTS  SUMMARY  PAGE 

PROJECT  OWNER  SUMMARY  -  LEVEL  1 . 1 

PROJECT  DIRECT  SUMMARY  -  LEVEL  1 . 2 

CONTRACTOR  INDIRECT  SUMMARY . 3 

DETAILED  ESTIMATE  DETAIL  PAGE 

01.  Contract . 1 


No  Backup  Reports, .. 


Tin  13  Jan  1994  D.S.  Arty  Corps  of  Engineers 

PROJECT  CB9013:  CB  BLDG  901,  ECO  |3  -  ESOS  Carlisle  Barracks 
TABLE  OF  CONTENTS  INTERIM  SUBMISSION 


*  *  *  END  TABLE  OF  CONTENTS  *  *  * 
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U.S.  Aray  Corps  of  Engineers 

PROJECT  CB9013:  CB  BLDG  901,  ECO  |3  -  ESOS  Carlisle  Barracks 

INTERIM  SUBMISSION  SUMMARY  PAGE  1 


• 

ti  PROJECT  OWNER  SUMMARY  - 

LEVEL  1  ** 

QUANTITY  UOH 

CONTRACT 

ESCALATN 

CONTINGN 

SIOH 

TOTAL  COST  UNIT  COST 

01 

Contract 

1.00  EA 

3,041 

0 

152 

0 

3,193 

3193.44 

CB  BLDG  901,  ECO  f3 

1.00  EA 

3,041 

0 

152 

0 

3,193 

3193.44 

LABOR  ID:  R01J2  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CRE»  ID:  NAT92B  UPB  ID:  NAT92A 


Thu  13  Jan  1994 


TIME  16:34:27 


D.S.  Army  Corps  of  Engineers 

PROJECT  CB9013:  CB  BlDG  901,  ECO  f3  -  ESOS  Carlisle  Barracks 
IHTERIH  SUBHISSION 

**  PROJECT  DIRECT  SDHHARY  -  LEVEL  1  ** 


SDMMARY  PAGE  2 


QUANTITY  BOM 


LABOR  EQDIPHNT  MATERIAL  OTHER  TOTAL  COST  UNIT  COST 


01  Contract 

CB  BLDG  901,  ECO  #3 
OVERHEAD 

SUBTOTAL 
HOME  OFC 

SUBTOTAL 

PROFIT 

SUBTOTAL 


TOTAL  INCL  INDIRECTS 
CONTNGENCY 

TOTAL  INCL  OWNER  COSTS 


1.00  EA 


1,00  EA 


60  2,130 


0  2,376  2375.95 


60  2,130 


0  2,376  2375.95 

119 


LABOR  ID:  R01J2  EQUIP  ID:  RG0I92 


Currency  in  DOLLARS 


CREW  ID:  HAT92B  UPB  ID:  NAT92A 


Thn  13  Jan  1994 


TIME  16:34:27 


U.S.  Army  Corps  of  Engineers 

PROJECT  CB9013:  CB  BLDG  901,  ECO  t3  -  ESOS  Carlisle  Barracks 

INTERIM  SDBHISSION  STOMARY  PAGE  3 

*»  CONTRACTOR  INDIRECT  SUMMARY  a 


DIRECT 

OVERHEAD 

HOME  OFC 

PROFIT 

BOND 

TOTAL  COST  UNIT  COST 

GC  General  Contractor 

2,376 

119 

249 

238 

60 

3,041  3041.37 

LABOR  ID:  R01_92  EQUIP  ID:  RG0192 


Currency  in  DOLLARS 


CREW  ID:  NAT92B  UPB  ID:  NAT92A 


Thu  13  Jan  1994 


TIME  16;34:27 


0.S.  Army  Corps  of  Engineers 

PROJECT  CB9013:  CB  BLDG  901,  ECO  f3  -  ESOS  Carlisle  Barracks 

INTERIM  SUBMISSION  DETAIL  PAGE  1 

01.  Contract 


PARTY  DOM  CREW  ID  MARfiRS  .  LABOR  EQDIPMRT  MATERIAL  OTHER  TOTAL  COST 


Contract 


Polyurethane  Ciiipd,l/4'xl/4’3oint 

4.65 

166.39 

1.03 

9.54 

0.00 

176.96 

on  Ext.  Doors  «  Windows 

7.63  CLF  ARFCA 

35 

1,270 

8 

73 

0 

1,350 

Mtl  Weatherstrip  w/Neoprene  Bulb 

0.07 

2.62 

0.03 

0.66 

0.00 

3.31 

For  Head  and  Jaib 

165.00  IF 

ACARB 

12 

433 

4 

108 

0 

546 

Mtl  Weatherstrip  for  Door  Bottoii 

0.21 

7.50 

0.08 

0.85 

0.00 

8.42 

Surface  Mounted  w/Vinyl  Bulb 

Bulb 

57.00  IF 

ACARB 

12 

427 

4 

48 

0 

480 

Contract 

60 

2,130 

17 

0 

2,376 

CB  BLDG  901,  ECO  ^3 

60 

2,130 

17 

230 

0 

2,376 

DETAILED  ESTIMATE 

• . 
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PROJECT  CB9013:  CB  BLDG  901,  ECO  13  -  ESOS  Carlisle  Barracks 

ERROR  REPORT  INTERIM  SUBMISSION  ERROR  PAGE  1 


No  errors  detected... 


*  i  t  END  OF  ERROR  REPORT  *  *  * 
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